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Bora Withdraws Appeal to Raise 
Assessment On Narberth Avenue 



Real Estate Appraiser 
Says Increase Is 
Not Justified 

PROPERTIES OWNED 
BY ROLAND FLEER 

Narberth Borough last Friday 
withdrew its appeal from the tax 
assessment reduction made on 
properties at 221-227 N. Narberth 
av. by the Montgomery County 
Board for the Assessment and Re- 
vision of Taxes. 

The appeal, which was filed in 
Montgomery County Court, was 
withdrawn by Henry A. Prye, soli- 
citor of the Borough. 

Following the action of the Bor- 
ough Council in April, when the 
members voted to make the ap- 
peal, the services of Freas B. Sny- 
der. Bywood real estate man, were 
obtained to make a real estate ap- 
praisal. Snyder, who is experienced 
in real estate appraisal work, is a 
former president of the Pennsyl- 
vania and Delaware County Real 
Estate Boards. 

Snyder brought in a recommen- 
dation that was presented at a 
meeting of the finance committee 
of Borough Council last week. 
Withdrawal of the appeal was de- 
cided upon at that time. 

In withdrawing the appeal Soli- 
citor Frye said: 

•The appeal was withdrawn on 
the basis that the real estate ap- 
praiser employed by the Borough 
couldn't fix an appraisal which 
would justify an increase in the 
assessments on these properties." 

Acting on what he said was a 
routine policy the move to appeal 
the reduction in assessment on 

(Continued On Page Four) 



Rotarians To Attend 
Narberth Church 

Members of the Bala-Cynwyd 
Narberth Rotary Club will attend 
services at the Baptist Church of 
the Evangel in Narberth on Sunday 
morning. 

The Rev. Robert E. Keighton, 
pastor of the church and a member 
-of the club, will use as his sermon 
topic: "Have We Learned Any- 
thing?", ..... .;.,. ...,,...„. ...,'....... 

At the Tuesday noon luncheon 
meeting of the Club the speaker 
was George Derry, former president 
of the Philadelphia Rotary Club. 
Derry urged Rotarians to concen- 
trate on winning the war if they 
wanted to win the peace that would 
follow. 

Dr. Richard Mears, president of 
the Club presided. 



Offer Assistance 
In Filling Out 
Questionnaires 

Civilian Defense workers 
have again volunteered their 
services and will be available 
to render assistance to those 
persons receiving occupational 
questionnaires. Those who need 
this assistance should call at 
the following places: 

Cynwyd— Union Fire Hall. 

May 25, 27 and 29; June 1, 

3 and 5. ' 

From 9 a. m. to 3 p. m.; 7 
p. m. to 9 p. m. 

Narberth — Borough Building, 
Forrest av. 

May 27, 28 and 29; June 3, 

4 and 5. 

From 7 p. m. to 9 p. m. 



Home for Aged Raises 
$165 for Welfare Work 

At a bazaar held recently on the 
grounds of the Charles C. Knox 
Home for the Aged, Wynnewood, 
$165 was raised, the money divided 
equally between three welfare or- 
ganizations, the American Red 
Cross, the Salvation Army and the 
Ardmore Federation of Churches. 

Mrs. Edward W. Law, vice-chair- 
man of the Main Line Red Cross, 
esjjressed to members of the Knox 
Home appreciation of the Red 
Cross for their generous contribu 
tion. 
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New Kindergarten 
Teacher Appointed 
For Narberth School 

Appointment of a new kinder- 
garten teacher for the Narberth 
School was announced this week. 

She is Miss Harriet Rodgers, 
who has been teaching for two 
years in Sewickley, Pa. Miss Rod- 
gers received her Bachelor of Sci- 
ence degree at the Fairmount 
State Teachers College, Fairmount, 
W. Va. Later she received her 
masters' degree from Teachers' 
College, Columbia University. 

She will replace Mrs. Mildred 
MacCaus, who has been a substi- 
tute teacher since the death of 
the kindergarten teacher. Miss 
Martha Buckaloo, last September. 



Two Main Line Girls 
Graduate at Stephens 

Two Main Line girls were among 
the 14 Pennsylvania students who 
received diplomas May 26 at sun- 
rise commencement exercises held 
at Stephens College, Columbia, Ito. 

"Ehey '} were" Nancy'" Dixon' book,; 
daughter of Mr. and Mrs. G. O. 
C/Ok, 114 Simpson rd., Ardmore, 
and Anna- Lou Wilson, daughter oi 
Dr. and Mrs. L. R. Wilson, 1305 
Morris rd., Wynnewpod. 

Members of the Stephens gradu- 
ating class prepared the commence- 
ment address which was delivered 
by a fellow student. 



Medical Corps Promotes 7; 
Takes Part In Maneuvers 



Two registered nurses on the 
Staf of the Narberth Volunteer 
Medical Corps received their com- 
missions as second lieutenants at 
a meeting of the Corps in Elm 
Hall Wednesday night. 

The nurses are Mrs. L. Fielding 
Howe, 220 Lanthwyn lane, and 
Mrs. Herbert J. Egmore, 207 Dud- 
Icy av. 

Warrants were given out by 
Lieutenant Thomas W. Merkle, 
who heads the Corps. 

Non-commissioned warrants also 
were given to the following mem- 
bers : 

A sergeant's warrant to Mrs. Eva 
Gold, who has been a corporal; 
a corporal's warrant to Miss Mary 
Hewitt, who has been a private; 
a corporal's warrant to Miss Kath- 
Censore, who has been a private; 
a corporals' warrant to Miss Kath- 
ryn Burgess, who has been a pri- 
vate; a corporal's warrant to Wil- 
liam Hardy, who has been a pri- 
vate. ' 

Following the presentation of 
warrants a demonstration of the 
equipment of a casualty station 
was given by Dr. E. R. Disbrow, Jr. 

After the demonstration mem- 
bers were drilled for their parti- 
cipation in the Memorial Day par- 
ade on Saturday. The Corps has 
57 active members. 

Members of the Narberth corps 
book part In a practice maneuver 
at the Martin Farm in Lansdale 
on Sunday. Presenting actual bat- 
tle field conditions an airplane 
landed and enemy parachute 
troops, were fought off by the 
State Fencibles, an organization 
that was founded in 1813. 

Volunteer medical units labeled 
and brought In "victims" to be 
treated at first aid stations and 
hospitals. Narberth's two nurses 
and Dr. Disbrow were stationed at 
-the hospital While the medical 
corps performed their duties under 
the direction of Lieutenant Merkle 
He was assisted by Sergeants Fil- 
amtoa Flilppone, Edward Franken- 
field, . Mrs. Eva .Oold 'and BhMey 




MRS. L. FIELDING HOWE 

One of the two registered nurses 
who received her warrant as a sec- 
ond lieutenant in the Narberth Vol- 
unteer Medical Corps Monday night. 



Stresses Need of 
Student Nurses 

Narberth Public Health 
Nurse Tells Of 
Opportunities Open 

''The student nurse is perhaps 
the key person in the great short- 
age of nurses." said Edith W. TJn- 
ruh, Narberth's public health nurse. 
"There must be a vast replacement 
service to free in our hospital and 
health agencies those nurses who 
are qualified for military service." 

"The Army needs 10,000 addition- 
al nurses by July 1; the Navy 500. 
To date, 959 Pennsylvania nurses 
have entered the military service. 
Fifty thousand nurses are needed 
to fill the gaps of both civilian and 
military groups. 

"Girls interested in becoming 
students should seek advice from 
their vocational counsellor at school 
or their family doctor. Miss Jean 
Francis, at Lower Merion High 
School, or Miss Henrietta B. Pat- 
rick, of District No. 1, State Nurses 
Association, 211 S. Juniper st., 
Philadelphia, will supply informa 
tion concerning hospitals and qual- 
ifications. There are available a 
number of government scholarships 
for student nurses. 

"A good prospective nurse should 
be strong and healthy, a good stu 
dent, dependable, responsible and 
have a feeling of service." 

Garden Club Officers 
To Be Installed 

'k :?i^X|^ ; -^*iUtteidiouie, ^KflM* 
installed: ^tmmm 1 '^ Mrs. 
James A. Tyson as Vice-president of 
the Bala-Cynwyd Garden Club when 
the organization holds Its annual 
meeting June 5. 

The business session, to be held in 
the Woman's Club of Bala-Cynwyd, 
will be followed by tea. 

Recently elected directors who 
will take their place on the board, 
are Mrs. George F. Blewett, Mrs. 
E. C. Jacoby and Mrs. P. M. Oglee. 
The new officers will serve for two 
years. 

The retiring president, Mrs. Blew- 
ett, will entertain at lunch at her 
home, 5 Radcliffe rd., Cynwyd, on 
June 28. 



NewSciidol Director 




REV. CLETUS A. SENFT 

The Narberth School Board on 
Monday night filled the vacancy 
left by the resignation of Robert 
C. Collins, as director and presi- 
dent of the Board. As director, 
to flll the unexpired term, the 
Board appointed the Rev. Cletus 
A. Senft, pastor of the Holy 
Trinity Lutheran Church of 
Narberth. His term runs until 
November, 1943. 

Mr. Senft has been pastor at 

the Lutheran church for the past 

i 15 years and has served as vioc- 

presldent of the Parent- Teacher 

Association. 

The new school director is 
one of Narberth's air raid ward- 
ens. 

The Board took no action to 
elect a new president, a position 
which remains optional to fill 
until the reorganization meeting 
in December. Howard Nold, vice- 
president, presided. 

In addition to filling the va- 
cancy directors re-elected J. L. 
McCrery as treasurer. 



14 Local Girls To 
Graduate At Shipley 

Members of the Shipley School 
graduation class, 14 of whom live 
In Narberth Borough and Lower 
Merion Township, will receive their 
diplomas June 5 at commencement 
exercises to be held in Goodhart 
Hall, Bryn Mawr. 

The speaker will be Frederick 
Lewis Allen, editor of Harper's 
Magazine. 

Local members of the class are 
Mary Elinor Butt, Narberth; Joan 
Darby, Bryn Mawr; Henrietta Ar- 
mitt Harrison, Ardmore; Natalie 
Musser Heebner, Wynnewood; Joan 
Noel Holt, Bryn Mawr; Elizabeth 
Hughes, Haverford; Anne Flnley 
Ludington, Ardmore; Mary Kate 
Russell, Gladwyne; Suzette Stuart 
Sands, Rosemont; Ellen Zinsser, 
Bryn Mawr; Janet MacLaren John- 
son; Gladwyne; Cathleen Louise 
Neely, Cynwyd; Margery Virginia 
Pearce, Merion; Mary Harding, 
Haverford. 



Montdel League To 
Swing Into Action 

St. Margarets and St. 
Thomas Place Teams 




Although final arrangements 
have yet to be made, the Montdel 
Catholic League will swing into 
action next week:. At present the 
schedule, which has yet to be ap- 
proved, will be opened on Monday 
night, at which time all eight 
teams will swing into action. 

From that time on the league 
will function on both Monday and 
Thursday nights, while additional 
games will be played on Sundays 
where and when possible. 

There will be six teams, headed 
by the championship St. Laurence 
club, back from last season, plus 
two newcomers. The other regu- 
lars, in addition to St. Laurence, 
will be St. Denis, Sacred Heart, Sc. 
Colmans, Annunciation and Our 
Mother of Good Counsel. The two 
new teams are St. Margarets of 
Narberth and St. Thomas of Villa 
nova. 

The opening day games will 

feature a battle between'- St. Denis 

and Good Counsel, which will be 

played Monday on the Bryn Mawr 

(Continued on Page Three) 



Plan Bible School 
For Boro Children 

A community Vacation Bible 
School will be held at the Narberth 
Presbyterian Church, from June 22 
to July 3 with daily sessions for 
boys and girls aged three to 12. 

Last year 168 pupils were enrolled 
including 100 ..Presbyterians, 20 
Methodists, 12 Baptists, 10 Episco 
palians, eight Lutherans, two Cath- 
olics, one Friend, one Christian, one 
Christian Scientist and four unat- 
tached. Of these 144 received 
awards for special effort. 



Local Legion Post Completes Plans For Largest 
Memorial Day Parade In History of Narberth 



No Fireworks Show 
On Fourth of July 
Until War Is Won 

According to J. J. Cabrey, 
who has directed the Fourth of 
July celebration in Narberth for 
many years, there is no pros- 
pect of the usual fireworks dis- 
play occurring this year. 

The initiative in the annual 
observances, Mr. Cabrey stated, 
has always came from the Bor- 
ough authorities and nothing is 
ever done by the citizens' com- 
mittee nntil the Burgess says 
the word. 

So far, Burgess Miller has 
not suggested that anything be 
done and Mr. Cabrey was not 
impressed that anything should 
be done until the War is won 
and when there will be more 
reason for celebrating than Is 
the case at present. 

In addition, the formal ban 
on the use of fireworks gener- 
ally was also said to have its 
effect on such public displays 
as Narberth has conducted for 
25 years. 



College To Give 
War Work Courses 

Classes Open to Wom- 
en In Surveying and 
Chemistry 

Opening of three Summer courses 
at Bryn Mawr College to train 
people for war and defense work 
was announced this week. 

The first course will cover sur- 
veying, ma-pping and photogrametry 
and prepare engineering aides to 
fill positions with the TJ. S. Geologi- 
cal Survey. The course will be 
given at the College, five days a 
week from 9 a. m. to 5 p. m. and 
Saturdays from 9 a. m. to 12 noon. 
It will begin July 1 and continue 
for seven weeks. 

The second course in chemistry 
will train laboratory technicians for 
Industrial and civilian positions. It 
wtu-etart July l, at the College ;aad$ 
continue for 12 weeks, from. 9 a. m. 
to 5 p. m., five days a week, and on 
Saturday from 9 a. m. to 12 noon 

The third course will be a part 
time course in chemistry four even- 
ings a week for 14 weeks. The 
course will start about June 15 
and be held from 7 to 10 p. m. 

The courses are planned particu- 
larly for women but men will not 
be excluded. 



^Residents Will See Modern War Equipment 

In Armored Cars, Jeeps, Tractors and Half- 
Track Truck; 3 Musical Units to Be in Line 

Plans were completed this week for one of the largest 
Memorial Day parades in the history of Narberth, according to 
Burns F. Best, commander of the Harold D. Speakman Post, 
American Legion. 

The parade forms at the Fire House on Forrest Avenue at 
9:15 A. M., when the fire company will present a service flag 
in honor of their members in service. The parade will get under 
way at 9:30, ending at the War Memorial, corner of Wynne- 
wood and Windsor Avenues, where appropriate exercises will 
be held. 

1 The Memorial Day address will 

be given by the Rev. Robert E. 
Keighton, pastor of the Narberth 
Baptist Church. Rev. Keighton is 
also a member of the Harold D. 
Speakman Post. 

Musical Organizations 

Music along the line of parade 
will be furnished by the Junior 
Drum and Bugle Corps of the 
Bullock-Sanderson Post of Ard- 
more; The Junior Corps of the 
Howard-McCall Post of Philadel- 
phia, and the"' Betsy Ross All Girl 
Cadet Corps of Philadelphia, with 
the possibility of a musical unit, 
being sent 104th CavaJry. 
Service Units 

A detachment of sailors from the 
Philadelphia Navy Yard will be in 
line with a firing squad. The 104th 
Cavalry will have, fully equipped, 
some armored cars, Jeeps, and 
tractors, in line. The Autocar is 
sending a half-track truck, with 
armored pieces, for the parade. 

All service men, who are home 
on furloughs or visiting in Nar- 
berth, have been invited to be in 
line with the Parade. 
Local Units 

The units in line will be the 
Harold D. Speakman Post, a rep- 
resentation from the Bullock-San- 
derson Post of Ardmore, the Har- 
old D. Speakman Auxiliary, Vet- 
erans of previous wars, members 
of Borough Council, Narberth Fire 
Company, and the local defense 
units including auxiliary police, 
auxiliary firemen, air raid ward- 
ens and volunteer medical corps. 
In addition, there wUl be detejga- 
ftoris y fro^:-the : ^>«ar^er^^iPu1»f'' 



Praises Work Of 
Election Boards 

Primary returns made by election 
boards throughout Montgomery 
County were the best and most com- 
plete in the experience of Nelson P. 
Pegley, chairman of the tabulating 
board which made the official count 
of ballots cast. 

Fegley, who has served as a mem- 
ber of the tabulating board for 25 
years, made this report to County 
Commissioners Fred C. Peters, Fos- 
ter C. Hillegass and Raymond K. 
Mensch, who serve as the County 
Board of Elections. 

The work of the election boards 
was praised by Fegley as being more 
accurate and the returns more com- 
plete than at any other election in 
his quarter century of service on 
the tabulating board. 



Assessor Leaves 
Estate to Hospital 

The Bryn Mawi Hospital was 
made the beneficiary of a $13,000 
estate left by Storm V. W. Patter- 
son, Lower Merion Township asses- 
sor, who died May 5. 

According to his will, which has 
been entered for probate at Norris- 
town, $10,000 of this estate is listed 
as personal and $3000 as real estate. 



Women to Discuss 
& 0. P. in War Time 

Haverford Woman To 
Preside At Council's 
Regional Conference 

''The Republican Party In Time 
of War" will be the subject of dis- 
cussion at a regional conference of 
the Southeastern District, Pennsyl 
vania Council of Republican 
Women, at the Hotel Bellevue-Strat- 
ford on June 4. 

Class 1— "The Republican Posi- 
tion Nationally," with speakers list 
ed as G. Mason Owlett, Republi- 
can National committeeman; Wil- 
liam J. Ditter, chairman of the Na 
tional Congressional Committee ; 
Mrs. Worthington Scranton, Na- 
tional commltteewoman. 

Class 2 — "Our State Government 
In Time of War," with speakers 
listed as Elmer Transeau, State ra- 
tioning administrator; Major Lynn 
G. Adams, State Superintendent of 
Police; Dr. A. C. Ma-rts, State di- 
rector of Civilian Defense. 

Class 3— '•Women at Work in 
Time of War," with speakers listed 
as Dr. Paul N. Cressman, director. 
Bureau of Instruction; Mrs. John 
S. White, personnel manager, ITE 
Circuit Breaker. 

Class 4 — "Spiritual Rearmament," 
with three prominent men repre 
sentlng Protestant, Catholic and 
Jewish faiths listed as speakers. 



28th Division Honors 



A certificate of perpetual mem- 
bership in the Society of the 28th 
Division has been presented tq the 
Harold D. Speakman Post, Ameri- 
can Legion, Narberth. 

The certificate was presented in 
honor and memory of Harold D 
Speakman for whom the Post was 
named. 



School and St. Margaret's Parocfit 
al, the American Red Cross, Boy 
Scouts and Girl Scouts, the Italian- 
American Club and the Lower Mer- 
lon Rod and Gun Club. 

First, second and third place 
awards will be given to decorated 
bicycle riders. 

Special recognition is being ac 



Presentation was made by Carl i corded Gold Star mothers who 
Tihsman, who was with Speakman have been asked by Commander 
when he was killed during the | Best to communicate with Arthur 
first World War in France. ' L. Cooke, general chairman. 



Many From Narberth Attend 
Dinner To Honor Father Brown 



Residents Invited To 
Visit Rose Gardens 

Flower lovers are invited to visit 
the rose gardens of two neighbors 
at 405 and 409 Strathmere rd., 
Brookline. 

Several hundred bushes, includ- 
ing most all of the varieties, are 
In bloom. 

Owners of the gardens are James 
R. Mather and Harold S. Warren 



Bible Class Meeting 

Mrs. Alexander Hutton, 315 
Woodside av., Narberth, entertain- 
ed the Sunshine Bible Class of 
the Narberth Methodist Church at 
her home on Tuesday. A social 
program followed the business 
meeting. 



Buys Merion Home 

Harry C. Banks, organist at Gir- 
ard College, has purchased 6 Hamp 
den av., Merlon, through Nash 
Realty Company. Settlement has 
been made. 



Reds Top Grays, 136 to llO^In Annual Field Day of Narberth School 

.List of First, Second and Third Place Winners of Athletic Events At Community Playgrounds On Monday 



Seventh grade boys' dash: first. 
Bill Buchanan; second* Bob Hack- 
man; third, John Capelll (all 
Grays). 

Three-legged race: Bill Buchan- 
an and Jim Fratantonio (G); sec- 
ond, Dick Grelst and Tom Bristol] 
(G); third, Bill Sidler and Jim 
Robertson (R). 

Relay: (G) Jim Fratantonio, 
Bob Hackman, Jack Dougherty 
and John Capelli. 

Sixth grade boys' broad Jump: 
fldst, Allan Kirk .(G) , 6* T'; v ' sec- 
ond, McHale, 6' 6 V: third, R. 
Johnston, 6' 4". 

Seventh grade boys' broad Jump: 
first, Bob Hackman, 7' 5"; second, 
Bill Sidler, 7' 2%"; third, Jim Fra- 
tantonio, 6' 8", 

Sixth grade girls' dash: first, 
Jean Ridge CO) ; secoha", ' Kather- 
lne J(»t Jlgi third, toutog 5Vatt« 



(G). 

Three-legged race: first, Jean 
Ridge and June Schrepfer (G); 
second, Libby Ridenour and Jane 
Ford (R); and third, June Leins 
and Katherlne Jost (R). 

Relay: first. Libby Ridenour, 
June Leins, Mary Merkle and Ade- 
laide Brunell (R). 

Sixth grade boys' high Jump: 
first, Peter Scoraetti (R); second, 
John Dabback (G); third, Robert 
Gulllani (R). 

Eighth grade boys' dash: first, 
joe Capelll (R); second, Roy Weiss 
and Stuart Heagy (R). 

Three-legged race: first, Billy 
Boyle and Jim Deninan (R); sec- 
ond, Judson Clements ■ and Fred 
Coholan (R>: third, Gilbert Twa- 
dorska and Robert Louis (G). 

Relay: first, Joe OapellL Dick 
Harvest, Fred Gaholan, Stuart 



Heagy (R.) 

Seventh grade girls' dash: Vir- 
ginia Bailey (R); second, Marie 
Mariana (R); third. Patsy Cooper 
(R). 

Three-legged race: first, Patsy 
cooper and Irene Bevlns (R) ; sec- 
ond, Janice Misell and Joyce 
Boardman (G); third, Mary Cur- 
ring and Jane Miller (G). 

Relay: Virginia Bailey, Marie 
Mariana, Irene Burns and Regiha 
Deal (R). 

Eighth grade girls' broad jump: 
first; •Pdiiy Boyd, 6" 7%";- second, 
Barbara. Heywood, 6' 7 V; third, 
Shirley Peters, 6' 5". 

Dash: flfat, Polly Boyd (R) ; sec- 
ond; Shirley Toole (R) ; third, Jean 
Trotter (Gj. . 

. Three-legged race: first, Evelyn 
weiaver and' Joan Trotter (0)'; sec- 
OH& Ajtary -Lou JJaldeman afid Lu 



clle Clarke (R); third, Jean Lillis 
and Polly Boyd. 

Relay: Shirley Peters, Ruth Wa- 
ters. Jean Duncan and Shirley 
Toole (R). 

Sixth grade boys' dash: first, Al- 
lan Kirlc (G); second, James Ford 
(R); third, Patsy Scorzettl (R). 

Three-legged race: first, Jim 
Ford and Don Maryott (R) ; sec- 
ond, Bob Gentles and Joe Hutton 
(G); third, Jack McHale and Kan 
Williams (R). 

Relay: Patsy Scorzettl, Bob 
Squier, Jack McHale, Bob GuiUanl 
(R). 

- Eighth grade boys' broad jump: 
first, Joe Capelli, 7' 5" (R); sec- 
ond, Gilbert Twadorsky (G) ; third, 
Dick Maryott (R), 6' 3U". 

Seventh .grade girls' high jump: 
first, Vltglnla Bafley- (Q); Betsy 
McLeod .and Alice Lucktemeyer. 



Sixth grade girls' broad jump: 
first, Louise Watts, 6' 7V4"; sec- 
ond, Barbara Oflenhauser, 6' 4 Mi"; 
third, Mary Merkle, 5' 8". 

Seventh grade girls' broad jump: 
first, Janice Misell, 6" 4%"; second, 
Pimitra Chios, ff 3"; third, Jane 
Miller. 6' 1". 

Eighth grade girls' high jump: 
first, Jean Duncan; second, Wini- 
fred McHale; third. Ruth Waters. 

Seventh grade boys' nigh Jump: 
first, Edwin McQulston (R) ; first, 
Bill Buchanan; third, John Capelli. 

Sixth grade girls' high jump: 
first, June Schrepfer (O); second, 
Jean Ridge (G) ;. third, Katherlne 
Jost (R). *" 

Eighth grade boys' high jump: 
first,. Lester Martin; second, Stuart 
Heagy; third, Jim Deninan. 



<i> The Reverend Michael A. Brown, 
for five years assistant rector of St. 
Margaret's in Narberth. and recent- 
ly appointed rector of St. Ambrose's 
in Schuylkill Haven, was tendered 
a testimonial dinner at the War- 
wick Hotel In Philadelphia on Tues- 
day night. The occasion was the 
25th anniversary of Father Brown's 
ordination to the priesthood. 

The crowd which thronged the 
big ball-room where the dinner was 
held included a large delegation 
from Narberth as well as many 
from other sections where the jubll- 
arlan had been located. In addi- 
tion there was a numerous repre- 
sentation of the alumni of St. Jos- 
eph's College, where Father Brown 
was graduated in 1913. 

The speakers included the Hon. 
Norbert A. Consldlne, former TJ. S. 
Minister to Finland; the Very Rev. 
Thomas J. Love, S. J.. President of 
St. Joseph's College; the Hon. Vin- 
cent • J. Dalton, Common Pleas 
Judge of Schuylkill County; C. C. 
O'Brien, Esq., president of St. Jos- 
eph College Alumni; the Reverend 
William J. Walsh, former assistant 
at St. Margaret's and now rector 
of St. Ignatius' in West Philadel- 
phia; the Rev. John J. Brown, SJ- 
of Old St. Joseph's, Philadelphia, 
and brother of the Jubilarian, and 
Mrs. James J. McGranery, wife of 
Congressman McGranery, who 

(Continued On Page Four) 




Given Bracelet as 
High Athletic Honor 

Margaret Shaver, the daughter 
of Mr. and Mrs. Roscoe Shaver, 100 
Elmwood av., Narberth, has been 
presented with, a silver bracelet for 
compiling a total of 2136 points, 
the largest number of athletic 
points ever earned by any Cedar 
Crest College girl in the last 75 
years. 

Miss Shaver, who will be gradu- 
ated from Cedar Crest on June 8; 
has been a member of the honor 
teams of the college throughout her 
four years, having participated in 
all types of sporte, Including hockey, 
tennlquoit, basketball, volleyball 
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Founded in 1914 by the Norberth Civic Association 



CKurck News 



GEORGE A. WALKER. Publisher 

HELEN FITZPATR1CK, Business Manager 

RUSSELL E. FRANZ, Advertising Manager 



Published Every Thursday 

Deadline for advertising and news copy— Wednesday, 5 P. M. 

Subscription rate— *2 per year In advance 



Publication Office— Eight Cricket Avenue. Ardmore, Pa- 
Phone— Ardmore 5720 and 5721; Greenwood 7740 



MKRION FRIENDS MKBTINO 
J4o<UKOroerr t>. and Meeting Houae la.. 

Merlon 
10:00 A. M— F1r»t Day (Sunday) School. 
1100 A.M. — MeetlnK for Worahlp. 



ManoaandGladwyneNines 
Play Saturday For 1st Place 

Manoa A.A. and Glndwyne, prln- ^^ h ~ tHumplT p^sible^mTa 
cipals in the 1941 championship ^^ ^^ pprfornMnre 
series, will toss undefeated records, ^^ ^ boroughites t0 „ ^ m]p 



on the block when they clash in 
the first big game of the current 
Main Line Baseball League cam- 
paign at Glndwyne on Memorial 
Day. 

Both made a clean sweep of their 
games last weekend, to run their 
streaks to three straight, and the 
season's largest crowd is expected 
to see them fight it out for un- 
disputed possession of first place. 
A keen pitcher's battle is expected, 
as Gladwyne will have Bill O'Dcn 
nell, league leading hurler last 
year, who already his chalked up 
two decisions on the firing line, and 



FIRST CHURCH OP CHRIST. 
SCIENTIST 
LID wood and Athene avi.. Ardmore 
II Dl A. M— Sunday School. 
11:00 A.M. — Moraine aervloe. 
8 00 F M. — Eventnff service. 

WEDNESDAY 
8-00 P M — Evening meeting. 
Reading room at s Rlttenhouee Place 
la open week-daye from 9:30 A. M. to 
&:30 P. M., Wednesday from » to »«6 
p M Thursday from 7: SO to 9:30 
P. M. and Sunday from J to 6 P. M. 



Montgomery Vote 
Official Returns 



NARBERTH PRESBYTERIAN CHURCH 

Windsor and Grayling av. 

Rev Bryant M. KJrkland, Pastor 

John Van Neaa, D.D.. Pastor Emeritus 
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MAIN LINE LEAGUE 
Standing of the Teams 



W. 



L. 


2 

2 
2 
4 



PC. 
1.000 
1.000 
.500 
.333 
.333 
.000 



S» v 



Manoa 3 

Gladwyne 3 

Brookline 2 

Ardmore 1 

Narberth 1 

Overbrook .... 
Schedule for week: 

SATURDAY— Overbrook at Ard- 
more; Brookline at Narberth; 
Manoa at Gladwyne. 

SUNDAY— Overorook at Brook- 
line; Manoa at N.irberth; 
Gladwyne at Ardmore. 

his opponent will be Millard Rob- 
inson, former West Chester State 
Teachers College star, who won his 
first two starts for Manoa. 

O'Donnell blanked Narberth for 
the first eight innings, as Gladwyne 
whipped the borough tossers, 6-1, 
at Gladwyne last Saturday. He 
fanned four, as he limited Nar- 
berth to five hits, while his mates 
slugged Lefty Tomlinson for ten 
blows, getting three of their runs 
in the first inning. 

Gladwyne won just as handily on 
Sunday at the expense of Over- 
brook, holding the latter scoreless 
: until the ninth, as it punched out 
11 hits for a 7-1 victory. 
Signorelll did the chucking for the 
winners, allowing just three hits 
and fanning seven. 

Manoa also was given two well- 
pitched games, as it routed Over- 
brook, 11-3, on Saturday and crush- 
ed Brookline, 10-0. on Sunday, both 



hit for eight innings and giving 
up only five in all. The Ardmore 
ites slapped Narberth for 11 hits. 
Jack Bartley, Ardmore, right field 
er. collected five hits over the week- 
end, three against Brookline and 
two against Narberth. Bill Smith 
left fielder, and shortstop Joe Blong 
each slapped out four hits, two in 
each game. 

Encouraged by this victory, Ard 
more will endeavor to climb at the 
expense of Overbrook on Saturday, 
and is hopeful of creating another 
upset against (Jiadwyne on Sunday 
Both games are slated 
Wynnewood rd. diamond, aner us i 
crucial meeting with Gladwyne. 
Manoa will have another tough test 
on its hands Sunday when it i:i 
vades Narberth. The borough team 
will endeavor to break a two game 
losing streak against Brookline a; 
Narberth on Saturday. 



NARBBRTH METHODIST CHURCH 
Essex and Price avs. 

P.. v. ("ill U. lliinimc-i Is. Minister 
SI'N'PAY 
J-4S A. M — Church School. 

, i „„ ,\ .M -Mm miik U .nihil". 
6 1". V. M.— Yi.uili I-Vllimxliln. 

\VKI>\"I".-I 'A Y 
S-l"' I'. XI. — Mnl-Vl '■'•!< Si-rvlm. 



LEGAL NOTICES 



RAI'TIST ilII'liCH OP TlIK BVANCEL, 
Hi-v. H., li.'it I-".. Niis'i'nii. Pastor 
N-irli'-rih. !'■'>. 
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THI'IISD A Y 
-Tlii] Ciohs class. 



for the 

After its I holy trinity Lutheran church 

Woodbine and Narberth avs. 

Rev Cletus A. Senft. Pastor 

rr. i da Y 

7:00 P. XT. — Junior Choir Uelienruil. 
is - oil P. XI. — S.'iil t C!i. .ii R.'li.-nrsnl. 

SI'X'DA Y 
r, ,- A m — nil, I,, s.-lio"! for nil OBCS. 
11 mi A M. -Mi" oln-.: Si r\ ifP. 

r,-i", r. XI — l.uihfr I.cau-uo. 



Bala-Cynwyd Club 
Elects Officers 

Dr. Hovde Is Speaker 
At Neighborhood 
Club Meeting 

Leo D. Tyrrell. 434 Levering Mill 
rd., was re-elected president when 
the Bala-Cynwyd Neighborhood 
Club held its reorganization meet- 
ing Tuesday night in the Union Fire 
Association hall in Cynwyd. 

Other officers reelected were Wil- 
liam F. Koelle, vice-president; 
David G. Wilson, secretary and 
treasurer; T. Ewing Montgomery, 
solicitor. ,. ... 

Members also selected six direc- 
Vince ' tors to serve on their board of di- 



ST. MAHOARBT'S CATHOLIC CHURCH 

Rev. James F. Toni-t, Rector 

Rev. Charle- » O'Connor 
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County Commissioner Fred C. 
Peters, Ardmore, who was re-elected 
to the Republican State Committee 
led the Republican ticket with 33,305 
votes. Next highest was State Sen- 
ator Franklin Spencer Edmonds, un- 
opposed for re-nomination for State 
Senate, with 33,285. 

On the Democratic ticket tjbe 
highest vote In the county was ac- 
corded Warren Hess, candidate foi 
secretary of Internal Affairs who 
received 4,604 against 2,514 for Leo 
A. Achterman. 

Next highest was William M 
Leader, candidate for Congressman 
at Large who polled a total of 4,419 
votes. 

REri'BUCAN 

JndBo o< Supreme Court 

Alli-n XT. Sti-armi 12,748 

V\'m. B. MfM'lenachan, Jr fi 72 

l.ilm «. Plnn '•"I''' 

1 Amljler Williams 111.S2-I 

.luilcc nt Superior Court 

l.isiTh St.iiltf.-lil H.27. r > 

l.ihn Mel. Smltll r '- nor ' 

\V. WultiT Bruliam ll.Titfi 

Governor 

.limn .7. Davla 2S.4r,8 

IMwanl Mnitln ln.lMiS 

Lieutenant (iuvernor 

l.ilin f. B.-II. .Ii- 10.SS7 

W'illinm f. Hamilton. .Ir lS.lsM 

i:i\\.ii.il .1. Tutfifr i" ,u 

Secy. Internal Affair* 

William Fiim.-lt Siniili ll.i'TS 

William s. l.l\HnKooil. .Ir L'l.7(i.'l 

KeiirrHeolallve ron(rre»» At I .a rite 

Saniiit-I K. i-iinnin^liani 

I'.i-n iamln .I;i n i-tt 

All,. Ml Daw-nun 

Midi, i, 1 1" Yiiikovky 

\V i " 1 1 > 1 ,- llan'r 

I: ll. N.nmle 

I'm nk F TiuKi-olt 

William 1. Tiiiutman 

Ke|ire»entutlve In ConRreni 

I. William Dllter ^ n • " - ' 

Senntor (ienerfll AMsemhly 

T'lnnklin finmeer RiIiiioiii)h 3".'.'H.i 

Helirewntiitlve (ienernl Ahsembly 
1 Irst District 

I.amlir-rl Cadwalaili'r 7,9!lf. 

Second T)lHtriet 

I'hnrli-s II I'.iliiin.-i. .Ii J.SS1 

Third I>l»triit 

l.l„> il II Wnoil I ''."■<■•<' 

Khun WIiuki 'H'l'" 1 

l"m.-iiiin i ■ i'il«li" -.7i.l 

II. ,w u.l F Il.iorio I 1 --.".:!'. 1 

Stnte (onimltlee 

Fr. .1 I" IVn-is 

N.iii.i i: iiibi.i.v 

IIKMOCIIAT 
.liulfje sopretne Court 

ilni\ or r I.iilni-i 

.lodge Superior Court 

M li-'iai-l A Munmaiiini 

tioverllor 

F. CI lir Ilosp 

I. h'i.-i II hi •- 

1;.,IIH-< .1 It. -in. .Ii 



THEASITBKK'S SALE 
OF SEATKI) LAND IN THE COl'NTY 

OF .UOVTOOMGRT, rENNMVr.VANIA 

for Taxes line Thereon for the 

Year 18:17 nnd Prior Years 

By virtue of uui>ill> Arts nf the (I.*n- 
ernl Aasi-mbly nf the i.'.immunweallh ol 
I'enns.-U a nia. r^laiinv I.. lln- sal.- m 
nenleil laml In the I'nunt) or M.mlK.im 
'TV. i te , for t:\M-^ .111'- an.l uii|.ai.l. I 
will offer at public Kaln at tin- Ci.ort 
House, in tin- Biu-iiiian ol N'.h i Istown. 
Pennsylvania, un .lone I'llml. 1IHJ at 1" 
o'eloi-k A. M. Int.-i alia Hie l.illu\vln>i 
denci Ihed plec's nl lain! In sahl i'i'nnl\. 
ol- such pail thiti-iil as it in v In- m-is-s 
HBiy to satisfy th.- ani.iuiil nl laves ,ln,. 
and unpaid inaiiiim un sain,- anil con- 
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ESTATE NOTICES 



1.190 



ir.t; 
7,^10 



ESTATE OF WII.MAM !!. SELL, late of 
tin* BortMiRti i»r NnrbTt h, Mnnlpomt't\ 
PiMinty, flt'CMS-'tl — I..'t t"r« T'-Ht:nn.»ntnr> 
on the al>o\*p Estntn hnving be<-n Kranted 
to the uin'li*ff»ifin»'U. all persniiH iinlehtfi) 
to snifl Rstntf nn- r«"*iufst' «l to mukc* im- 
m**t|lato pa\'in''nl. anil tho*-. 1 having lei;al 
claims, to pr»'sent the sam*' with'-ut tl'-ia\ 
to 

ANNA RET.t,. 

in; Conway Avenue, 
Knrb'Mtli. r«'ini;i. 
Or her Attorn. -y. 
JOHN iO. KI.YXN. 
1M Eapt Atr> Strrot, 



Two Big Points To 
Willkie's Prophecy 

Speaking at Eagleville, Sun- 
day, on the state of the Republi- 
can Party Wendell L. WUIkle, 
1940 standard bearer for the 
Party, declared: 

"I belive the Republicans have 
an opportunity to win in many 
States in the Fall election pro- 
vided: 

"1. Their candidates , sincerely 
recognize that America after the 
war must be port of the whole 
world. 

"2. They divorce themselves 
completely and publicly from 
those elements in politics that 
seek to control political thought 
by the lavish expenditure of 
money and direct it to an out- 
moded Toryism. Such methods 
of political control are as dead 
as a dodo bird." 



Niirristown, l'a. 



ot-l-3a-fit 



rectors of 12 members. 
They are Edmund G. S. Flanni- 

gan, J. Barratt Conner, Percy S. 

Harkins, Howard T. Hnvde, Grover 

C. Thompson and Lloyd A. Uncter. 
Donations to the Bala-Cynwyd 

Red Cross service kit fund were 
games being played on the Manoa] acknowledged tjy the president. 
Meld. Al Freudenheim set down; The speaker was Dr. Hovde. as- 
Overbrook with three hits, while 



Robinson limited' Brookline to a 
similar number of blows. 

The effortless victory over Brook-, 
line was rather surprising, as Eddie 
Hare's third place tossers had 
fought their way througli 11 innings 
to a 5 3 victory over Ardmore on 
the latter's diamond on Saturday. 
The Brooks were outhit by Ard- 
more, 13 to 6, but the former 
bunched its blows for three runs 
in the fifth, then took the verdict 
in the second extra frame on suc- 
cessive singles by Prank O'Neill, 
Bob Martin and Joe Sacco. Walt 
Azpell was the winning hurler; Ray 
McCauley, the loser. 

Axdmore bounced back smartly 
to score its first victory of the 
year at Narberth on Sunday. John 
Rorer, Ursinus College athlete, 



sistant professor of marketing at 
the Wharton School Finance una 
Commerce, University of Pennsyl- j 
VB.nia. Dr. Hovde gave an iliustrat 
ed lecture on the subject "Amper- 
sands & Horn Books." 

Dr. Hovde is past president of 
the American Marketing Associa- 
tion. 



Medical 

(Continued from Page One) 
Vincent. 

OITicinls from nearby hospitals 
revipwed the units following the 
maneuver. Music was provided by 
the Drum and Bugle Corps of the 
Veterans of Foreign War.-:, Lans- 
dnlo. 

On their organization, mem- 
bership and the fact that they 
have two registered nurses 'the 
N a r b c rt h Volunteer Medical 
Corps received special commenda- 
tion at the Lansdale Held man- 
euvers on Sunday. 

The commendation came from 
Major Frank E. Boston, com- 
mander in chief of all the medi- 
cal corps units. Major Boston, 
a member of the Lansdale Hos- 
pital staff, organized the first 
unit in Lansdale in 1933. From 
his experience in the World War 
Major Boston saw the need of 
supplementing nursing service 
with trained lay people. 
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Republican Women 
To Attend Conference 

The members of the Dr. Thoma9 
Wynne Council of Republican 
Women will attend t'.ie Southeast- 
ern Republican Regional Confer- 
ence at the Belle vue-Strat ford Ho 
tel, Philadelphia, on June 4. 

In charge of registration for the 
Council will be Mrs. William A. 
Clementson and Mrs. Henry T. 
Reynolds; for the luncheon, Mrs. J. 
Heston Harned; for publicity, Mrs. 
Richard Grosholz; for the hospi- 
tality committee, Mrs. William Pow- 
ell, Mrs. John J. Joyce, Jr., and 
Mrs. Paul E. Phillips. 



Dr. Mitchell Called 
For Military Service 

Dr. John McK. Mitchell, Cush- 
man rd., Rosemont, announced last 
week that he had been called for 
active duty with the U. S. Army. 

A leading child specialist. Dr. 
Mitchell's practice will be token 
over by Dr. D. Stewart Polk and 
Dr. Charles H. Classen and con 
ducted from his home office In 
Rosemont'. 



Resigns as Member 
Of Rationing Board 

Resignation of John R. Hall as 
chairman and a member of Local 
Rationing Board No. 3 was an- 
nounced last week. 

Mr. Hall resigned because of his 
duties as tax collector in Narberth 
Borough. 




Wilbur S. Muffet 

PAINTING 
DECORATING 

104 FORREST AVE. 
XARPEKTII. PA. 

rhnnp Narberth 24ID-F 




For the 
NATIONAL 
OFFENSIVE 

Sell Your 
Scrap Now! 

Do Yonr Spring Clennlnir! 
Clean Out Your Scrap 
To Slap The Jap! 

call SAM'S JUNK SHOP 

or *824 MERION AVENUE 
WRITE Tri. 7151 Phila. 
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Fish Out of Water 

Various kinds of fish can liva out 
of water for many hours at a time. 
One fish, the "mud-skipper," even 
comes ashore to climb trees and sits 
en a branch, snapping at flies and 
>ther insects and eating them. 



M 

Or li- 1 !- Atteiney 
HKN'I'.V A. l-'IIYI-i 

lie's Walnut stu 
l'hilmlel|.lii.i. l'a. 



I A W W.TiiV HlltD. 

T.i i Ilea.-.. in Itnil.l. 
n. I. ewer M- i inn Tew riililp. 



YOUR HOME WORK 

With travelling out of the way it is a good time 
to do those odd jobs. 

The "Ceiling" hasn't anything to do with this unless 
it would be in your basement. 

You may want to build Trellis, Tool Racks, Storage 
Closets or any number of small things to just sort of take 
your minds off other things. Come in and see us when 
you get ready. 



Shull Lumber Company 

THE LINK BETWEEN FOREST AND HOME 
29 Bala Avenue BALA-CYNWYD Cynwyd 662 

Open Saturdays until 3 P. M. 



Summer School Tq_ 
Open on June 29 

Summer School in Lower Merion 
will open June 29 and close on July 
31. Senior high school students 
will attend classes in the Senior 
High School and junior high stu- 
dents from the entire district, will 
attend classes in the Ardmore Jun- 
ior High School. 




[SUBURBAN BEAUTY SALON 

Management of MABEL H. ALBRIGHT 

FACE AND SCALP 
SPECIALISTS 

PREPARATIONS and TREATMENTS 
Administered by 

REGINA WINTERS and BETTY RAUSCH 

(Formerly with Essex Beauty Shop) 

43 NORTH NARBERTH AVE. Narberth 2324 
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• ••Nothing is taken for granted. 
Even the natural water, the source 
of pure Springfield, Water is pro- 
perly treated to eliminate corro- 
siveness that may have developed. 

-* ■ ' * ■'..>-- 'c * * v ""^ -'.... " ' ' ■ ' - ■ 

' " .* 

Philadelphia Suburban 




Disconnect when not in use and lengthen 
the life of your helpers 

Overheating is one of the roost common causes of trouble 
with electric appliances. And aside from causing ineffici- 
ency, if not complete stoppage, this careless treatment 
is downright uneconomical. 

Start today to disconnect when not in use and you'll 
y lengthen the life of your helpers . . . save curreut and 

money . . . and cooperate with IJncle Sam. 

Philadelphia Electric Company 

Bmu War Savings Stamps and Bonds * 



AIR - CONDITIONED stores 
await you in this thoroughly 
modern shopping center. 
Shop in comfort regardless of 
weather. FREE parking for ♦ 
650 cars. 



BEAUTY SHOP .. . .> •» . . . . .Reae Marcel 
BOOKS ......... . .Ardmor* Bookibop 

CANDY J. F. Skellenberyer Co. 

CalNA, CLASS .......... Gilman, Inc. 

CLEiANERS .Tawndrip Cleaner* 

DEfT. STOIW;, . .Straitftrtdge $ Qpjbjer 




Here is a list of the modern 
merchants who provide in the 
two-block area of Suburban 
Square, diversified merchan- 
dise to supply your every 
need, quickly, economically. 



DRUGGIST , ... .... ... .Llewellyn if b. 

FARM PRODUCE. . BrackblU Bros. 

FLORIST Naomi K. Griffith 

FOOD STORE. .... . .General Fruit Co. 

FURNITURE AND GIFTS, 

. . Little House Shop 



GROCERIES 



r* •• • • Americ^ii Stdtnoft 



GROCERIES ............ A&P6t0Pe« 

HARDWARE & HOUSE FURNISDI^GS, 
... Edw. J. Lyons, Inc. 

HATS, WOMEN'S . . . . .Chapeaux d'Ari 

INTERIOR DEC,. . .MarpareUa j. Tkayar 

INVISIBLE MENDING 

Inviaible 'Mending Shop 

JEWELRY i.-.'. . . . . . . . . . . . .DieringerV 



LADIES' & CHHJJREN'S WEAR, Pieklngi 

LINENS ........ .... . . Jantea A. Ritchie 

LUGGAGE ........ C. Loola Setdenburg 

MEATS. PRODUCE. .Union Meat Market 

MEXlCANIMPQBTAT10NS,MexlcanShop 

MOVING PICTURE BOUSE* 

Saharjban Theatre 



OPTICIANS .-..v.-.xc..,. .Wall & Ochs 
PASTRY . . . ..... . ... .Fnllehorn^, Inc. 

PHOTO. EQUIP MacCallnni Store* 

RADIOS AND RECORDS. . , .C. H. Dari* 
RUGS AND FLOOR COVERINGS, 



SHOES 



Jerrehian Broi. 
...... .:. ..W.....X. y;«i.''ii_Aii;Hi /Gatjting 



SPECIALTY SHOP .Best's 

SPORTSWEAR— WOMEN'S, 

British Sport Shop 
TOYS F. A. O. Schwars, Inc. 

WOMEN'S TAILORED CLOTHES, 

FansloM 

WOMEN'S WEARING APPAREL, 

EIm. Loh, Inc. 
YARNS & KMT WEAayAUcla MaMaall 
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NO. 359 

An Ordinance 

To establish building regulations in the Borough of Narberth. 

Montgomery County. Pennsylvania. 

The Council of the Borough of Narberth Does Ordain: 

ARTICLE I 
ADMINISTRATION 
SEC. 100. TITLE AND SCOPE 

lOO.T' Short Title. This ordinance shall be known and may be 
cited as "The Narberth Building Code of 1942". 

100.2 Purpose and Scope. The purpose of this ordinance is to 
provide minimum standards, provisions and requirements for safe and 
stable design, methods of construction and uses of materials in build- 
ings or structures hereafter erected, constructed, enlarged, altered, re- 
paired, moved, converted to other uses or demolished, to regulate the 
equipment, maintenance, use and occupancy of all buildings or struct- 
ures, and to fix the widths and openings of streets in certain districts. 
In interpreting and applying the provisions of this ordinance, such 
provisions shall be held to be the minimum requirements for the promo- 
tion of the health, safety, morals and general welfare of the Borough. 

100.3 Conflict. The provisions of this ordinance shall be deemed to 
supplement any and all laws of the State of Pennsylvania and or- 
dinances of this Borough relating to buildings or structures and all rules 
and regulations adopted thereunder, provided that where this ordin- 
ance imposes greater restriction upon the construction, use. area, or 
height of buildings or requires larger open spaces than are imposed 
by such laws, ordinances, rules and regulations the provisions of this 
ordinance shall control. 

SEC. 101. BUILDING INSPECTOR. 

101.1 Appointment. On the first Monday after January first in even 
numbered years the Borough Council shall appoint by a majority vote 
of the members present a properly qualified person to serve as Building 
Inspector for a term of two years or until his successor shall be duly 
appointed. He may be suspended or removed for cause by the Council, 
but only after full opportunity has been given him to be heard on specific 
charges. No person shall be eligible for appointment as Building 
Inspector who cannot furnish evidence satisfactory to the Council that 
he is generally informed on the quality and strength of building 
materials and on the prevailing methods of building construction. 

101.2 General Enforcement. It shall be the duty of the Building 
Inspector, and he is hereby given the power and authority, to enforce the 
provisions of this ordinance. For the purpose of enforcing com- 
pliance with the law, to remedy or remove illegal or unsafe conditions, 
to secure the necessary safeguards during construction, or to require 
adequate exit facilities in existing buildings or structures, he shall 
issue such notices or orders as may be necessary. 

101.3 Applications and Permits. The Building Inspector shall re- 
ceive and examine all applications and accompanying plans and speci- 
fications required by this ordinance. He shall approve such apphca- 

- tions as are in conformity with the provisions of this ordinance and 
issue permits therefor. He shall disapprove such applications as are 
not in conformity with the provisions of this ordinance and refuse to 
issue permits therefor until they are modified so as to conform to all 
provisions of this ordinance. 

101.4 Certificates of Occupancy. The Building Inspector shall re- 
ceive and examine all applications for Certificates of Occupany and issue 
such certificates where approved. 

101.5 Inspection of Construction. The Building Inspector shall 
make necessary inspections to see that the provisions of law are com- 
plied with and that construction is prosecuted safely. 

101.6 Annual Inspections. The Building Inspector shall inspect 
at least once each year all Suildings. other than single-family dwellings, 
to determine any changes in classification of occupancy or construction, 
to remedy illegal or unsafe conditions, or to require adequate exit 
facilities. 

101.7 Records. The Building Inspector shall keep careful and com- 
prehensive records of applications, of permits and certificates issued, 
of inspections made, of reports rendered, and of notices or orders 
issued. He shall retain on file copies of all papers and plans in con- 
nection with building permits for a period of not less than five years 
from the date of the issuance of the permit. All such records shall be 
kept on file at the office of the Council. They shall be open to inspec- 
tion during regular office hours, but shall not be removed from the 
office of the Council. 

101.8 Reports. The Building Inspector shall make a report to the 
Council once each month, or oftener if requested. Such report shall 
include statements of permits and certificates issued and orders 
promulgated. 

101.9 Recommendations. 

a. The Building Inspector shall recommend to the Building Com- 
mittee of Borough Council any special rules or regulations that shall 
iij his opinion be necessary to define or carry- out the intent and pur- 
pose of any portion of this ordinance. 

b. For the purpose of securing for the public the benefits ot new 
developments in the building industry and yet insuring public safety. 
the Building Inspector may make or cause to be made investigations, 
or may accept duly authenticated reports from reliable sources, of new 
materials or modes of construction which are not provided 'for in this 
ordinance, and recommend to the Building Committee rules or regula- 
tions setting forth the conditions under which such materials or modes 
of construction may be used. 

101.10 Right of Entry. The Building Inspector, in the discharge 
of his duties, shall have authority to enter any building, structure or 
premises at any reasonable hour. 

SEC. 102. BUILDING COMMITTEE OF COUNCIL 

102.1 Rules. 

a. Rules necessary to define or carry out the intent or purpose of 
this ordinance, or to set forth conditions under which new materials or 
methods of construction may be used, may be recommended from time 
to time by the Building Committee to the Borough Council, and shall 
become effective upon approval. 

b. Rules adopted as herein provided shall have the same force ana 
effect as provisions of this ordinance. 

c. Any rule may be amended or repealed by the same procedure 
provided for the adoption of new rules. 

102.2 Appeals". An appeal from any decision of the Building In- 
spector may be taken to the Building Committee. Such appeal shall be 
made in writing within ten days after such decision has been made and 
shall be filed with the Borough Secretary. The appellant or his re- 
presentative shall have the right to appear and be heard, if such right 
is requested in the written appeal. A prompt decision of such appeal 
shall be made by the Building Committee. In making its decision, 
the Committee may vary or modify any provision of this ordinance 
where there are practical difficulties in the way of executing the strict 
letter of the law, so that the spirit of the law shall be observed, public 
Safety secured and substantial justice done. Every action of the Com- 
mittee on such, appeals shall be by resolution, copies of which shall be 
certified to the Building Inspector and the appellant. 

SEC. 103. BUILDING PERMITS 

103.1 Permits Required. ; It~shali.be. unlawful to construct, alter, re-r 
pair, equip, remove or- demolish* or to commence the construction, 
alteration; repaid, equipment, removal or demolition, of any building or 
structure in the Borough unless application for a permit shall have 
been made and a formal permit obtained, provided that no application 
or permit is required where the cost of repairs is less than $50. A sep- 
arate permit shall be required for oil burning equipment and for a gas- 
AridJurnace. The permit shall be kept on the premises open to public 
inspection during the prosecution of the work and until completion of 

•'■ the same. ••••'■■ 

'''■'.';'. 103.2 Application .for Permits. Applications for permits shall be 
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a. Full name and address of owner. 

b. Full name and address of applicant. 

c. A brief description of the proposed work. 

d. Is it new construction? 

e. Does it involve a change of use? 

f. A copy of any building restrictions affecting the property on 
which the proposed work is to be done, and reference to the recording 
thereof. 

g. A list of all owners any portions of whose properties are by 
straight line within 300 feet from the nearest point of the property on 
which the work is to be done. 

h. Any other pertinent information required by the building in- 
spector. 

Applications shall be accompanied by two sets of plans and specifi- 
cations of the proposed work, including such drawings, drawn to 
scale, of floor plans, sections, elevations and structural details as the 
Building Inspector may require, and a plot plan showing accurately 
the location and size of the lots, existing buildings and proposed new 
construction, prqvided that in the case of unimportant work which, in the 
opinion of the Building Inspector, does not require the filing of such 
plans and specifications, he may accept in lieu thereof a written state- 
ment describing the general character and extent of such work. 

The applicant shall notify in writing all property owners within 
300 feet as stated in the application if the property on which the work 
is being done is governed by building restrictions. 

Any application which, in the opinion of the Building Inspector, 
calls for construction, the use of which will necessitate additional public 
sewage, or highway or similar facilities, shall be refused by the said 
Building Inspector, who will thereupon refer it to the next meeting of 
Borough Council, which shall either affirm the refusal or direct the 
issuance of the permit in accordance with their opinion as to the ability 
of the Borough to provide the facilities as required. 

103.3 Action on Applications. The Building Inspector shall approve 
or reject any application within fifteen days after the same has been 
filed. If the application is approved, the Building Inspector upon pay- 
ment of the prescribed fee, shall thereupon issue a building permit for 
the proposed work. If the application is rejected, the Building Inspec- 
tor shall note his findings in a report attached to the application and 
deliver a copy thereof to the applicant. 

103.4 Approval in Part. The Building Inspector may at his discre- 
tion approve a permit for the construction of part of a building or 
structure, if adequate plans and detailed statements have been pre- 
sented for the same and have been found to comply with this ordinance, 
before the entire plans and detailed statements of said building or 
structure have been submitted or approved, which shall not be a prece- 
dent for the approval of subsequent applications. 

103.5 Amendments to Applications. Nothing in this ordinance shall 
prohibit the filing of amendments to an application, plan or other record 
accompanying same at any time before the completion of work for 
which a permit has been granted. Such amendments after approval 
shall be filed with and deemed a part of the original application. If 
such amendments increase the cost to such an extent as to increase the 
fee. an additional permit shall be obtained for which a fee shall be 
paid which will make the total permit fee the same as if figured for 
one permit. 

103.6 Approved Plans. The Building Inspector shall endorse his 
approval on both 'sets of plans and specifications for which a permit 
shall be authorized. One such approved set shall be retained by the 
Building Inspector as a public record, and one set shall be returned to 
the applicant which set shall be kept on the premises at all times during 
which the work authorized is in progress and shall be open to inspection 
by public officials. Such approved plans and specifications shall not 
be amended unless approval of such amendment is secured from the 
Building Inspector. All work shall be done in accordance with the 
approved plans and specifications or approved amendments thereto. 

103.7 Permit Limitations. All permits shall become void 30 days after 
the date of issuance unless actual construction is begun within that 
period. All permits not void theretofore, shall become void, 120 days 
after the date o£ issuance unless an extension of the permit shall have 
been granted by the Building Inspector upon the showing of satisfactory 
cause. 

103.8 Builders' Shanties. Builders' shanties for storing building 
materials or tools, or for office purposes, may be erected and used during 
construction provided, they are included in the application and permit 
for the building operation. These shanties shall be torn down or re- 
moved from the premises on completion of the work. They shall not 
be erected within street lines unless special authorization is given by the 
Highway Department. 

103 9 Revocation. The Building Inspector may revoke a permit or 
approval issued under the provisions of this ordinance in case there 
has been any false statement or misrepresentation as to a material 
fact in the application or plans on which the permit or approval was 
based. 

SEC 104. PERMIT FEES 

104 1 Fees Required. Applicants for permits to be issued under the 
provisions of this ordinance shall pay at the time of application to the 
Building Inspector, for the use of the Borough, the fees prescribed 
in this section. The valuation of the proposed construction or work 
shall be based upon the entire value of such construction or work. 
The Building Inspector shall have the right to verify or correct the 
estimated value of such construction or work. 

104.2 New Buildings or Additions to Existing Buildings. Permit 
fees for new buildings or additions to existing buildings shall be as 

follows: , r j ii 

For a total valuation of $100 or less, the sum of one dollar. 
For a total valuation of more than $100 and not more than $20U. the 

sum of two dollars. s-cnt\ »u 

For a total valuation of more than $200 and not more than fciJUU. the 

sum of three dollars. .r-w»n .u„ 

For a total valuation of more than $500 and not more than $2000. the 

sum of five dollars. tinm 

For a total valuation of more than $2000 and not more than $1U,UUU. 
the sum of two dollars for each $1000 or fraction thereof of total 

Va For IO a n 'total valuation of more than $10,000 and not more than 
$500,000, the sum of ten dollars plus the sum of one dollar tor each 
$1000 or fraction thereof of total valuation. 

For a total valuation of more than $500,000, the sum of two hundred 
and sixty dollars plus the sum of fifty cents for each $1000 or fraction 
thereof of total valuation. 

104.3 Alterations, Demolition, Equipment, Etc. Permit fees for 
altering, moving, demolishing, shoring or raising of buildings or struc- 
tures; for the installation of plumbing, heating, ventilating or wiring 
systems or other equipment, except oil burning equipment and gas-hred 
furnaces; for the erection of boiler or engine foundations, vaults. 
swimming pools, reviewing stands, stadia and works of a similar char- 
acter; or for the repair of fire damage, shall be the same as prescribed 
in this section for new buildings or additions to existing buildings, 
provided that when any such work is done at the time the building 
or structure in which it is to be located is erected, the permit and permit 
fee for such work shall be included in the permit and permit fee for 
such building or structure. 

104.4 Repairs^ Permit fees for repairs of buildings except for the 
repair of fire damage shall be as follows: 

Eor a total valuation of $50 or less, no permit or fee is required. 
For a total valuation pf more than $50 and not more than $200, the 

sum of one dollar. ■«.'-»#»■ . • • ^ «, nnn . L- . 

For a total valuation of more than $200 and not more than $1000, the 

sum of two dollars. . ' .,.,_■ < r j « i 

For a total valuation of more than $1000, the sum of one dollar plus 
the sum^jf one dollar for each $1000, or fraction thereof of total valua- 
tion. 

104.5 Oil Burning Equipment and Gas-Fired Furnaces. Permit fees 
for the installation, erection, enlargement or alteration of oil burning 
equipment and of gas-fired furnaces shall be as follows: - 

For a total valuation of not more than $2,000. thesum of three dollars. 

For a total valuation of mbte than $2,000, ihesum^of one dollar 
-- 1 »lus=the-«inM)f^ne,bU»UarJE^^ 
':' valuation.'. _ ,; : \ '•;•■'. -V:-;- '■'■;[ "' v- /'-'.':. ' : i'; V: >'■■•'■'■•; 
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104.6 Display Signs. Permit fee for display signs, for which per- 
mits are required in accordance with the provisions of Article XlII 
of this ordinance, shall be the sum of three dollars. 

104.7 Awnings. Permit fee for awnings which extend beyond the . 
street line or over a public walk shall be the sum of one dollar. For 
awnings other than the above, no permit or fee is required. 

104.8 Refund of Permit Fees. When a permit shall have become 
void and no work has been done under the permit, the applicant, after 
return of the permit for cancellation, shall be entided to receive a re- 
fund of an amount equal to five dollars less than one half of the total 
permit fee paid, provided that no refund shall be allowed where the 
total permit fee paid is less than twenty dollars. 

SEC. 105. CERTIFICATES OF OCCUPANCY 

105.1 New Buildings. No building, except a single-family dwelling 
or a building accessory thereto, hereafter erected shall be occupied or 
used, in whole or in part, until a certificate of occupancy shall have 
been issued by the Building Inspector to the owner certifying that such 
building conforms to the provisions of this ordinance. 

105.2 Buildings Hereafter Altered. No building hereafter so en- 
larged or so altered as to change its classification, and no building. 
except a single-family dwelling or a building accessory thereto, here- 
after altered for which a certificate of occupancy has not been hereto- 
fore issued, shall be occupied or used, in whole or in part, until a cer- 
tificate of occupancy, shall have been issued by the Building Inspector 
certifying that the work for which the permit was issued has been 
completed in accordance with the provisions of this ordinance. 

105.3 Existing Buildings. Nothing in this ordinance shall prevent 
the continuance of the use and occupany of a lawfully existing building 
except as may be necessary for the safety of life or property. Upon 
written request from the owner, the Building Inspector shall issue a 
certificate of occupancy for an existing building, other than a single- 
family dwelling or a building accessory thereto, certifying, after verifi- 
cation by inspection, the occupancy or use of such building. 

105.4 Temporary Occupancy. Upon written request from the 
owner, a temporary certificate of occupancy for part of a building may 
be issued, provided that such temporary occupancy or use would not 
jeopardize life or property.. 

105.5 Change of Occupancy. No change of occupancy or use shall 
be made in a building hereafter erected or altered that is not consistent 
with the last issued certificate of occupancy for such building unless a 
permit is secured. In case of an existing building, no change of occu- 
pancy or use that would bring it under some special provision of this 
ordinance shall be made, unless the Building Inspector finds, upon in- 
spection, that such building conforms substantially to the provisions 
of law with respect to the proposed new occupancy and use and a cer- 
tificate of occupancy is issued therefor. 

105.6 Applications. Applications for certificates of occupancy shall 
be submitted in such form as the Building Inspector may prescribe and 
shall contain such information as may be required by him. 

105.7 Contents of Certificate. In addition to the Certification as to 
compliance with the provisions of this ordinance, the certificate of 
occupancy shall state the purposes for which the building may be 
used in its several parts, the maximum permissible live loads on the 
several floors, the number of individual persons that may be accommo- 
dated in the several stories if such number is limited by a provision of 
law or by the permit, and any special stipulations of the permit. 

105.8 Issuance and Filing. A certificate of occupancy shall be issued 
within ten days after application therefor if the building at the time of 
application shall be entitled thereto. No fee shall be required for the 
issuance of an original certificate of occupancy. A record of all certi- 
ficates shall be kept at the office of the Council and copies shall be 
furnished, on written request and on the payment of a fee of one dollar 
per copy, to any person having a proprietary interest in the building 
affected. 

SEG. 106. UNSAFE BUILDINGS. 

106.1 Repair or Removal of Building. A building or structure that 
may be or shall at any time hereafter become dangerous or unsafe shall 
be made safe and secure or be taken down and removed. 

106.2 Notice of Unsafe Building. Upon receipt of information 
that a building or structure is unsafe, the Building Inspector shall make 
or cause to be made an inspection thereof. If it is found an unsafe 
condition exists, he shall serve or cause to be served on the owner a 
written notice containing a description of the building or structure 
deemed unsafe, a statement of the particulars in which the building or 
structure is unsafe, and an order requiring the same to be made safe 
and secure or taken down and removed. If the owner is not found 
within the Borough, such service will be completed if such notice and 
order shall be sent by registered mail to the last known address of 
such owner and a copy of such notice and order shall be posted in a 
conspicuous place on the premises to which it relates. 

106.3 Disregard of Notice. If the owner served with a notice and 
order to repair or remove an unsafe building or structure should fail. 
within a reasonable time, to comply with the requirements thereof, the 
Borough Solicitor shall be advised of all the facts in the case and shall 
institute an appropriate action in the courts to compel a compliance. 

106.4 Emergency Work. In case there shall be, in the opinion of 
the Building Inspector, actual and immediate danger of the falling ot a 
building or structure so as to endanger life or property, he shall cause 
the necessary work to be done to render said building or structure tem- 
porarily safe, whether the procedure prescribed in this section has been 
instituted or not. For this purpose, he may employ such labor and 
materials as may be necessary. The Borough Solicitor shall institute 
appropriate actions against the owner of premises where the unsate 
building or structure was located for the recovery of costs incurred 
in the performance of emergency work, and is hereby authorized and 
empowered to enter liens therefor in the name of the Borough. 

SEC. 107. PENALTIES. 

Any building or portion of a building, or party or foundation wall 
hereafter erected or placed upon any lot or premises within said Bor- 
ough of Narberth in violation of the provisions of this ordinance is 
hereby declared a common nuisance, and the owner of the ground or 
the builder, upon twenty-four hours notice personally served upon 
him or them or a like notice being posted upon said building, m case 
personal service cannot be made within said Borough, shall proceed 
to remove the said building within the next forty-eight hours [beyond 
the Borough limits, or proceed to take down the same within that time, 
and in the event of his or their refusal or neglect so to do the Burgess, 
or in case of his absence or failure to act, the Borough Council shall 
forthwith proceed to have the said building removed as a common nui- 
sance, the necessary expense of which shall be collected from die 
owner of said building or lot. as other debts are by law collected 
Provided, that if the owner of such building shall refuse or neglect 
to remove the materials of which the building may be composed after 
the same has been deposited in some convenient place for the space 
of twenty- four hours after notice so to do, the" said materials shall be 
sold at public sale after six days notice by not less than ten printed 
bills posted in the vicinity, and the proceeds thereof paid into the Bor- 
ough Treasury for the. use of the owner of such building or lot after 
deducting all costs and expenses, tearing down, removing and dis- 
posingof same. Any person proceeding to erect any budding Or to 
nWany alterations or, additions to any building without having first 
filed an application and obtained the permit specified in this ordmance. 
or who occupies as owner or permits the occupancy of any pudding 
referred to in Section 105.1 before a certificate of occupancy has been 
issued as therein provided, or who violates the provisions of t^ *? ; 
ance Or W of them, or who fails to comp y with sa^djJrovisions in 
any 'respect shall be liable to a fine of not^ less than $25.00^^ 
than $100.00, or imprisonment of not more than ten days, in me discre- 
tion of the Burgess or the Justice of the Peace imposing the same, the 
fees to be sue! for and recovered in the name of the Borough^ 
f?r the use thereof as such debts are collected by law. And joreach 
and every day such violation shall continue after -notice has been given 
a? aforesaid, during which the party so notified has neglected. or re- 
fused ^o comply with 'the provisions of this ordinance, there sha 1 be. 

nuisance is a^^^ 
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ARTICLE n 
DEFINITIONS 

SEC. 200. DEFINITIONS 

Unless otherwise expressly stated, the following terms shall, for the 
purpose of this ordinance, have the meanings indicated in this section. 
Words used in the present tense include the future, words in the 
masculine gender include the feminine and neuter, words used in the 
singular number include the plural, and words used in the plural number 
include the singular. The word "person" includes a corporation and a 
copartnership as well as an individual; "writing" includes printing 
and typewriting; "oath" includes affirmation; "signature" or 'sub- 
scription" includes a mark made by a person who cannot write, if his 
name is written near to such mark. 

Alteration, as applied to a building or structure, means any change 
or rearrangement in the structural parts or in the exit facilities, or any 
enlargement, whether by extension on any side or by any increase in 
height, or the moving from one location or position to another. 

Apartment means a room or a suite of rooms occupied as the home 
or residence of a family. 

Approved, as applied to a material, device or mode of construction, 
means approved by the Building Inspector under the provisions of this 
ordinance, or by other authority designated by law to give approval in 
the matter in question. 

Area, as applied to a form of construction, means an uncovered 
subsurface space adjacent to a building. 

AREA, as applied to a building, structure or part thereof, means the 
horizontal area enclosed by exterior walls, firewalls or party walls. 
A. S. T. M. means The American Society for Testing Materials. 
Automatic, as applied to a fire door or other means of protection for 
openings, means normally held in an open position and automatically 
closed by a releasing device that is actuated by abnormally high tem- 
perature or by a predetermined rate of rise in temperature. 

Basement means a story, partly underground, the greater part of 
which is above grade. For the purposes of this ordinance, a basement 
shall be counted as a story unless otherwise specifically stated. 

Bearing Wall means a wall which supports any load in addition 
to its own weight. 

Building means a combination of materials to form a construction 
that is safe and stable, and adapted to permanent or continuous occu- 
pancy for residence, business, assembly or storage purposes; the term 
"building" shall be construed as if followed by the words "or part 
thereof". 

Cellar means a story of which one half or more is below grade. 
For the purposes of this ordinance, a cellar shall not be counted as a 
story unless otherwise specifically stated. 

Council means the Council of the Borough of Narberth. 
Dwelling means a building designed for and occupied exclusively 
for residence purposes. 

Faced Wall means a wall in which the masonry facing and backing 
are so bonded as to exert common action under load. 

Family means any number of individuals living and cooking together 
as a single housekeeping unit. 

Fire Door means a door and its assembly designed and constructed 
to resist fire. 

Fire Resistive Materials mean those materials which will resist 
destruction by fire and shall be measured by time-period when tested 
in accordance with the Standard Fire Test. 

Fire Retardant Materials mean those materials which will not 
provide a defined time-period of fire resistance but which will not 
readily ignite and will retard the passage of flames. 

Fire Wall means a wall provided primarily for the purpose of re- 
sisting the passage of fire from one building or structure to another, 
or from one area of a building or structure to another. 

Fire Window means a window frame with sash and glazing designed 
and constructed to resist fire. 

Foundation Wall or Pier means any supporting wall or pier 
built below grade and extending up to the first tier of beams above 
grade. 

Grade, with reference to a building, is (1) the mean elevation of 
the curb opposite the building when the curb level has been established 
and the front of the building is fifteen feet or less from the street line, 
or (2) the mean elevation of the ground adjoining the building on all 
sides when the curb level has not been established or when the front 
of the building is more than fifteen feet from the street line. 

Habitable Room means a room occupied by one or more persons for 
living, eating or sleeping; and includes kitchens serving apartments or 
individual dwellings, but does not include bathrooms, water-closet 
compartments, laundries, serving and storage pantries, corridors, cell- 
ars, and spaces that are not used frequently or during extended periods. 
Half-Story means that part of a building which is contained wholly 
or in part within the slope of a roof and which contains in floor area 
not more than 80 per cent of the floor area of the story below. 

Height, as applied to a building, means the vertical distance from 
grade to a point midway between the highest and the lowest points of 
the roof, provided that chimneys, spires, towers, elevator penthouses, 
tanks and similar projections shall not be included in calculating the 
height. 

Height, as applied to a story, means the vertical distance from top 
to top of two successive tiers of floor beams. 

Height, as applied to a wall, means the vertical distance to the top 
measured from the foundation wall, or from a girder or other immediate 
support of such wall. 

Hereafter means after the time this ordinance becomes effective. 
Heretofore means before the time this ordinance becomes effective. 
Minor Garage means a building, not a private garage, used solely 
for the storage of motor vehicles. 

Multiple Dwelling means a building designed for and occupied 
exclusively as a residence for more than three families living inde- 
pendently of one another: 

Non-Bearing Wall means any wall which supports no load but its 
own weight. 

Occupied, as applied to a building, shall be construed as though 
followed by the words "or intended, arranged or designed to be 
occupied". 

Owner includes the holder of the legal or equitable title, his duly 

authorized agent, attorney or mortgagee in possession, and a person 

having a vested or contingent interest in the property in question. 

Party Wall means a wall used or adapted for joint use between two 

buildings. 

Private Garage means a building, .accessory to a dwelling, for the 
storage of not more than three motor vehicles and with an area of not 
more than 560 square feet. 

Public Garage means a building, not a private or minor garage, 
used for the storage and repair of motor vehicles. 

Repair means the replacement of existing work with the same kind 
of material used in the existing work; not including additional work 
that would affect the structural safety of the building, or that would 
affect or change required exit facilities, or that would affect a vital 
element of an elevator, plumbing, wiring or heating installation, or that 
would be in violation of a provision of this ordinance. 

Required means required by some provision of this ordinance. 
Self-Closing, as applied to a fire door or other means of protection 
for openings, means normally closed and equipped with an approved 
device which will insure closing after having been opened for use. 
'•/=■'. Single-Family Dwelling means a building designed for and occu- 
pied exclusively as a residence for only one family. 

.StottV means that part of a building comprised between a floor*and 
the floor or roof next above. .-/'.■' 

'Street Line means the line of dedication in the case of a dedicated 
street, and in a line twenty-five (25) feet each side pf the center line in 
the case of a private road. 

Structure means a combination of materials, other than a building, 
to form a construction that is safe and stable; including among others, 
stadia, gospel and circus tents, reviewing stands, platforms, stagings, 
observation towers, radio towers,. sheds, coal bins, fences and display 
:signs; the term "structure'' shall be. construed as if followed by the 
Pwcids;;"br part thereof". '..,..-.••. 

/^.^TkREErFA^iiiy Pwblling means a building designed for and occu- . 
pied exclusively as a residence for three families living independently 



terras a! JJefilderiCeior two families with one family living wholly 



Veneered Wall means a wall having a masonry facing which is 
not attached and bonded to the "backing so as to form an integral part 
' of the wall for purposes of load bearing and stability. 

ARTICLE ffl 
CLASSIFICATION OF BUILDINGS 
SEC. 300. CLASSIFICATION OF OCCUPANCIES 

300.1 Classes Designated. For the purpose of this ordinance, all 
buildings and structures shall be classified, with respect to occupancy 
and use as public buildings, institutional buildings, residence buildings, 
business buildings, and miscellaneous buildings and structures. 

300.2 Public Buildings. Public buildings are buildings in which 
persons congregate for civic, political, educational, religious, social or 
recreational purposes, including among others, court houses, schools, 
libraries, museums, exhibition buildings, lecture halls, churches, assembly 
halls, lodge rooms, dance halls, theatres and bath houses. 

300.3 Institutional Buildings. Institutional buildings are buildings 
in which persons are harbored to receive medical, charitable or other 
care or treatment, or in which persons are held or detained for penal 
or correctional purposes, including among others, hospitals, asylums, 
sanitariums, homes for the aged, prisons and reformatories. 

300.4 Residence Buildings. Residence buildings are buildings in 
which sleeping accommodations are provided, except when classed as 
public or institutional buildings, including among others, single-family, 
two-family and three-family dwellings, multiple dwellings, apartment 
houses, hotels, lodging houses and dormitories. 

300.5 Business Buildings. Business buildings are buildings in which 
goods are manufactured, converted, sold or stored, or in which business 
or professional serVices are rendered, including among others, factories, 
warehouses, stores, office buildings and public garages. 

300.6 Miscellaneous Buildings and Structures. Miscellaneous build- 
ings and structures include buildings and structures such as private 
garages, sheds, tanks, towers, signs, stadia, grand stands and similar 
structures. 

300.7 Highly Hazardous Occupancies. In the case of any building 
in which explosives or inflammable or other dangerous materials are 
to be manufactured, stored or used, the Building inspector may make 
such additional regulations regarding the same as may be necessary 
to protect life or property. 

300.8 Doubtful Classification. In case any building or structure is 
not specifically provided for. or where there is any uncertainty as to its 
classification, its status shall be fixed by the Building Inspector. 

300.9 Mixed Occupancy. In case a building is used for two or more 
occupancies not of the same class, it shall conform to the most 
stringent requirements of any of the classes to which the occupancies 
pertain, provided that if the building is divided into sections contain- 
ing the different occupancies by walls affording four-hour fire resis- 
tive protection, such sections shall be considered as separate buildings. 

SEC. 301. CLASSIFICATION OF CONSTRUCTION 

301.1 Types Designated. For the purposes of this ordinance, con- 
struction as used in buildings shall be classified as follows: 

Type I — Fireproof Construction, 
Type II — Heavy Timber Construction. 
Type III— Ordinary Masonry Construction, 
Type IV. — Metal Frame Construction, and 
Type V — Wood Frame Construction. 

301.2 Type I — Fireproof Construction. Fireproof construction is 
that in which walls are of approved masonry or of reinforced concrete 
and the structural members are of incombustible materials with the 
following minimum fire resistive ratings: 

Four hours for exterior bearing walls, fire walls and party walls. 

Three hours for other walls, isolated piers, columns and wall-sup- 
porting girders. 

Two hours for girders other than those already specified, exposed 
beams, floors, roofs, floor-fillings, and fire partitions. 

3013 Type II— 'Heavy Timber Construction. Heavy timber con- 
struction is that in which walls. are of approved masonry or of rein- 
forced concrete and in which the interior structural elements, includ- 
ing posts, floors and roof construction, consist of heavy timbers with 
smooth flat surfaces so assembled as to avoid thin sections, sharp pro- 
jections and concealed or inaccessible spaces; provided that structural 
members of steel or of reinforced concrete may be used if they have 
a fire resistive rating of not less than that specified for fireproof con- 
struction. 

301.4 Type III— Ordinary Masonry Construction. Ordinary mas- 
onry construction is that in which the exterior walls are of approved 
masonry or of reinforced concrete and in which the interior structural 
elements are, wholly or partly, of wood of smaller dimensions than 
those required for heavy timber construction, or of steel or iron that 
is not protected as required for fireproof construction. 

301.5 Type IV— Metal-Frame Construction. Metal-frame con- 
struction is that in which the structural supports are unprotected metal 
and in which the exterior walls and roof are of sheet metal or other 
incombustible materials. 

301.6 Type V— Wood-Frame Construction. Wood-frame construe- ' 
tion is that in which the structural parts and materials are of wood or 
are dependent upon a wood frame for support, including construc- 
tion having an incombustible exterior vepeer. 

301.7 Partial Compliance. Nothing in this ordinance shall require 
full compliance with a particular type of construction if a less restricted 
type is permitted under this ordinance; but no building shall be deemed 
to be of a specified type of construction unless it conforms with all the 
provisions of this ordinance applying to that type. 

ARTICLE IV 
GENERAL BUILDING RESTRICTIONS 
SEC. 400. RESTRICTIONS WITHIN FERE LIMITS 

400.1 Fire Limits Established. For the purposes of this ordinance, 
the fire limits are hereby established to include all the territory desig- 
nated as "C Commercial Districts" by the Zoning Ordinance approved 
January 4, 1940, as amended, or as the same may be amended here- 
after. 

400.2 Location. A building or structure shall be deemed to be within 
the fire limits if more than one third of the area of a building or structure 
is located therein. 

400 3 Limitations. 

a. Except as hereinafter provided in this section, no building or 
structure shall be erected or substantially altered within the fire limits, 
or moved within or into the fire limits, unless it shall be of fireproof or 
heavy timber construction or of ordinary masonry construction with a 
roof covering of incombustible or fire-retardant materials. 

b. All replacements of roof coverings within the fire limits shall be 
of incombustible or fire-retardant materials. 

c. Any existing frame building within the fire limits which may 
hereafter be damaged by fire, decay or otherwise, to an amount greater 
than 25% of its present stee, exclusive of the foundation, shall not be 
replaced or rebuilt but shall be removed, unless within exceptions in 
Section 4p0.4 

.400.4 Exceptions. Nothing in this section shall prohibit the erec- 
tion of new buildings or structures or the extension or enlargement of 
existing buildings or structures within the fire limits, subject to the 
specified limitations, as follows: 

a.' A building of metal-frame construction occupied exclusively as 
a private garage, not more than 400 square feet in area and located on 
the same lot with a dwelling. 

b. Sheds of metal-frame or wood-frame construction open on the 
long side, not more than 15 feet in height nor more than 500 square feet 
in area with, roofs covered with incombustible or fire-retardant 
materials. 

c. A building of metal-frame construction, not more than 200 square 
feet in area, when approved as to location and use by the Building 
Inspector. ; '..,'■-'. ;'!■.■.;■. • 

d. Builders' shanties of metakf rame or wood-frame construction not 
more than one story in height for use only in connection with a duly 
authorized ^^ bj|jdlb^gT6petatibn and covered in the permit; therefor. 

e. Storm enclosures bfimetal-feame. or Iwotodifiame construction 
wi*K^^ when 



f. Coal tipples, material bins, trestles and water tanks, when built 
of heavy planking and timbers. 

g. ' Display signs as provided in Article XIII of this ordinance. 

SEC. 401. HEIGHT RESTRICTIONS 

401.1 General. No building hereafter erected shall exceed in 
height the limits fixed in this section. No building shall hereafter be 
altered so as to exceed the limits of heiglit fixed by this section. 

401.2 Heavy Timber and Ordinary Masonry Construction. Build- 
ings of heavy timber or ordinary masonay construction shall not exceed 
two stories in height, except for business buildings and residence build- 
ings which may be but shall not exceed tiree stories in height. 

401.3 Metal-Frame Construction. Buildings of metal-frame con- 
struction shall not exceed one story in height. 

401.4 Exception. A basement or a cellar shall not be deemed a story 
for the purposes of this section. 

SEC 402. AREA RESTRICTIONS 

402.1 General. No building hereafter erected shall exceed in area 
in any story the limits fixed in this section, and no building shall be 
hereafter altered so as to exceed in area in any story the limits fixed 
in this section, provided that no building shall be limited in area if it 
is divided by firewalls into sections, none of which exceeds the limits of 
area fixed in this section for its type of construction. 

402.2 Fireproof Construction. Publac or minor garages of fireproof 
construction shall not exceed 10,000 square feet if fronting on one street. 
12,500 square feet if fronting on two streets, and 15.000 square feet 
if fronting on more than two streets. Business buildings of fireproof 
construction, other than public or minor garages, shall not exceed 15.000 
square feet if fronting on one street, 1 8.000 square feet if fronting on 
two streets, and 20,000 square feet if fronting on more than two streets. 

402.3 Heavy Timber Construction- Public or minor garages of 
heavy timber construction shall not exceed 8,000 square feet if fronting 
on one street. 10.000 square feet if fromting on two streets, and 12.000 
square feet if fronting on more than t-y/o streets. Buildings of heavy 
timber construction, other than public or minor garages, shall not ex- 
ceed 10,000 square feet if fronting on one street. 12,500 square feet if 
fronting on two streets, and 15,000 square feet if fronting on more than 
two streets. 

402.4 Ordinary Masonry and Metal-Trame Construction. Buildings 
of ordinary masonry or metal-frame construction shall not exceed 8,000 
square feet if fronting on one street, LO.OOO square feet if fronting on 
two streets and 12,000 square feet if fronting on more than two streets. 

402.5 Wood-Frame Construction. Buildings of wood-frame con- 
struction shall not exceed 2,500 square leet. 

402.6 Exception. The limiting areas fixed in this section may be 
increased by one hundred per cent wh en the building is equipped with 
an approved automatic sprinkler systean. 

SEC. 403. RESTRICTIONS AS TO OCCUPANCY 

403.1 All Occupancies. All buildings hereafter erected shall have 
the entire fjrst-story walls— that is, to the top line of the second floor 
joists— constructed of reinforced concrete, approved masonry or other 
incombustible materials; provided th»t, in buildings outside the fire 
limits, side bay windows and sheds may be of frame construction if 
they comply with the following restrictions: 

side bay windows of frame construction shall be erected on founda- 
tions of reinforced concrete or approved masonry, shall have an exterior 
covering of incombustible materials, shall not exceed twelve feet in width 
nor project more than five feet from th e main walls of the building, and 
shall not be located closer than ten feet to a side property line; 

sheds of frame construction shall not exceed 100 square feet in floor 
area nor twelve feet in height, shall not be erected within five feet of 
any similar construction unless the emds shall have division walls of 
incombustible materials not less than eight inches thick, and shall not 
be located closer than ten feet to a side property line. 

403.2 Special Occupancies. Asylums, detention buildings, hospitals, 
jails, nurseries, and theatres hereafter erected or altered shall be of 
fireproof construction.. 

403.3 Residence Buildings. Residence buildings, other than single- 
family dwellings, hereafter erected or altered shall be of fireproof or 
heavy timber construction or of ordinary masonry construction with a 
roof covering of incombustible or fire-ietardant materials, provided that 
residence buildings for more than iNe families shall be of fireproof 
construction only. 

403.4 Public and Minor Garages. Public garages, and minor garages 
with a capacity of more than six cars, hereafter erected or altered shall 
be of fireproof or heavy timber construction. Minor garages with a 
capacity of not more than six cars shall be of fireproof or heavy timber 
construction or of ordinary masonry ^construction with a roof covering 
of incombustible or fire-retardant materials. 

403.5 Existing Buildings. A building of frame construction erected 
prior to September 10, 1923. not over three stories in height, may be 
converted into a two-family or a three-family dwelling, notwithstand- 
ing the requirements of Sec. 403.3, provided that all other requirements 
of this ordinance are complied with and that any addition to the exist- 
ing building enlarging the ground arrea thereof shall be of fireproof, 
heavy timber or ordinary masonry construction, and provided further 
that if such converted building is located within the fire limits, it shall 
have a roof covering of incombustible or fire-retardant materials. 

SEC. 404. STREETS 

404.1 Access to Public Street. No single-family, two-family, three- 
family or multiple dwelling shall hereafter be erected or altered unless 
the lot on which it is erected or altered has its frontage on a public 
street or highway. No such dwelling shall hereafter be erected or altered 
in any district between any existing dwelling and any public street 
or highway, except where the existing dwelling is located on a corner 
lot bounded by public streets or highways, in which case a dwelling 
may be erected on the side street subject to the further provisions of this 
ordinance and of the Zoning Ordinance. Not more than one dwelling 
shall be erected or altered on any lot in any district unless each such 
dwelling shall have a frontage on a public street or highway, subject 
to the further provisions of this ordinance and of the Zoning Or- 
dinance. 

404.2 Widths and Openings of Streets. In all districts of the Bor- 
ough except those described as "C Commercial Districts" in Ordinance 
No. 343 approved January 4, 194*, and known as the Zoning G\ 
dinance, as amended, or as the same may be amended hereafter, all 
streets that are not through streets shall have a court at the end with 
a space of not less than 60 feet in diameter. In "C Commercial Dis- 
tricts" any new street to be opened lereafter shall be a through street 
of uniform width. 

SEC.405. STREET ENCROACHMENTS 

405.1 General. Except as otherwise provided in this section, no 
part of a building hereafter erected or of an enlargement of a building 
heretofore erected shall project beyoaid the street line. 

405.2 Footings of Street Walls. Footings of street walls may pro- 
ject beyond the street line not more than twelve inches, provided such 
projecting parts are not less than eight feet below sidewalk level. 

4053 Cornices. Main cornices, meaning thereby moulded pro- 
jections at or near the top of a wall that faces on a street, may project 
not more than eighteen inches beyond the street line, provided such 
projections are not less than twelve feet above the sidewalk at any point. 
Cornices of show windows and porches may project beyond the street 
line not more than twelve inches, provided such cornices are not less 
than eight feet above the sidewalk at any point. 

405.4 Ornamental Projections. Mouldings, belt courses, lintels, 
columns; pilasters and other similar ornamental projections may project 
beyond the : street line not more than «ei» inches. 

405.5 Bay Windows. Bay windows and show windows may pro- 
ject beyond the street line not more, than three feet provided that: 

a. The street is not less than fifty feet in width; 

b. Such windows are hot on tie first story and not less than ten 
feet above the sidewalk at any point; 

c. Such windows do not exceed two stories in height nor thirteen 
feet in width; - 

~ d.; All such windows aire contained withfiarHnes drawn from the inter- 
section of the front line of the building .with? the side or party lines 
of the building and at an angle of twenty degrees with the front line 
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405.6 Window Areas. Window and exit areas may project beyond 
the street line not more than four feet, provided that every such area 
shall be covered over at the sidewalk level by an approved grating or 
covering of metal or other incombustible materials, but the Building 
Inspector may prohibit entirely any such area where, in his opinion, 
the safety of the public so requires. 

405.7 Open Balconies. Open balconies above the first story may 
project beyond the street line not more than three feet provided such 
projections are not less than ten feet above the sidewalk at any point. 

405.8 Fire Escapes. Fire escapes and balconies to fire towers or 
other required exits, constructed of steel or other incombustible mater- 
ials, may project beyond the street line not more than four feet, provid- 
ed such projections are not less than ten feet above the sidewalk at any 
point, but this shall not be deemed to prohibit the use. in connection 
with permissible fire escapes, of movable stairs to the sidewalks, so 
arranged that they are not less than ten feet above the sidewalk when 
not in actual use. 

405.9 Awnings. Drop awnings, attached to buildings, may extend 
beyond the street line but not nearer than four feet to the curb line, 
provided that when let down to their full extent, they are not less than 
seven feet above the sidewalk at all points. Existing awnings which 
do not conform to these requirements shall be removed or made to 
conform within a period of two years from and after the effective date 
of this ordinance. 

405.10 Signs. Signs may project beyond the street line subject to 
the limitations of Article XIII of this ordinance. 

SEC. 406. MINIMUM AREA OF DWELLINGS 

No dwelling hereafter erected or altered shall have n first story of 
less area than 430 square feet exclusive of porches. 

ARTICLE V 
LIGHT AND VENTILATION 

SEC. 500. GENERAL 

500.1 New Buildings. For the purpose of providing light and ven- 
tilation, every building hereafter erected shall be constructed, arranged 
and equipped to conform to the provisions of this article. 

500.2 Alterations. 

a. No building shall hereafter be altered or rearranged so as to 
reduce the size of a room or the amount of window space to less than 
that required for buildings hereafter erected, or so as to create an 
additional room unless such additional room is made to conform to the 
requirements for rooms in buildings hereafter erected, except that such 
rooms may be of the same height as existing rooms in the same story. 

b. No building shall hereafter be enlarged, nor shall the lot on 
which it is located be diminished so that the dimensions of a required 
court shall be less than those prescribed for buildings hereafter erected. 

SEC. 501. ROOMS 

501.1 Habitable Rooms. 

a. Every habitable room shall have one or more windows, opening 
directly on a street, or on a court or yard conforming to the requirements 
of this article. 

b. Such rooms have a minimum width of six feet in any part, a 
minimum clear floor area of eighty square feet, and a minimum clear 
ceiling height of seven feet six inches for the minimum area, provided 
that kitchens may have a minimum clear floor area of seventy square 
feet. 

c. It shall be unlawful to divide a habitable room or enclose a part 
thereof by fixed or movable partitions or other similar devices unless 
each part of the room so divided or enclosed shall separately conform 
to the requirements of this section. 

501.2 Business and Work Rooms. Every business or work room 
for customary human occupancy shall have one or more windows or ' 
ventilating skylights opening directly on a street, on a court or yard 
conforming to the requirements of this article, or to the outer air above 
the roof or shall be provided with an approved means of mechanical 
ventilation as prescribed in this article. 

501.3 Rooms in Public and Institutional Buildings. Every room in 
a public or institutional building for customary human occupancy, 
except a habitable, business or work room or a room otherwise speci- 
fically provided for, shall be provided with an approved means of 
mechanical ventilation as prescribed in this article unless the space 
within such room exceeds one hundred and fifty cubic feet for each 
occupant and the room contains windows or ventilating skylights hav- 
ing an aggregate area of not less than ten per cent of the floor surface 
and with one fifth of the required window area arranged to open for 
ventilation. 

501.4 Bathrooms, Water-Closet Compartments, etc. Bathrooms, 
water-closet compartments, and similar rooms shall be provided with 
one or more "windows or ventilating skylights opening directly on a 
street, on a court or yard conforming to the requirements of this article, 
to the outer air above the roof or on a vent shaft conforming to the 
requirements of this article, or shall be ventilated by a separate duct 
of incombustible and non-corrodible material, not less than 72 square 
inches in net cross section, extending independently of any other duct 
to and above the roof, or shall be provided with an approved means 
of mechanical ventilation as prescribed in this article. 

501.5 Public Halls. Every public hall in multiple dwellings shall 
have at least one window or ventilating skylight opening directly on a 
Street, a court or yard conforming to the requirements of this article 
or to the outer air above the roof, provided that this requirement may be 
waived by the Building Committee if in its opinion, other means pro- 
vide such halls with adequate light and ventilation. 

501.6 Rooms Needing Special Ventilation. Rooms in which dust, 
fumes, gases or other impurities, harmful to human occupancy or tending 
to create a fire hazard, exist or develop, shall be provided with an 
approved means of ventilation to remove effectually such impurities. 

SEC. 502. WINDOWS AND VENTILATING SKYLIGHTS 

502.1 Windows. Windows required by this article shall have an 
area between stop beads of not less than ten per cent of the floor area of 
the room served by them, and in addition shall be not less than twelve 
square feet in area for habitable rooms and public halls and eight square 
feet for bathrooms and similar rooms, provided that where a water- 
closet occupies a separate compartment, forty square feet or less in 
area, the minimum requirement shall be four square feet. At least 
fifty per cent of the required window area shall be arranged to open for 
ventilation. Where one hundred per cent of the window area is 
arranged to open for ventilation, the window area required for separate 
water-closet compartments, forty square feet or less in area, may be 
reduced to not less than three square feet. 

502.2 Ventilating Skylights. The area of skylights permitted by 
this article shall be not less than required for the windows which they 
replace- At least fifty per cent of the required area shall be made 
available as clear ventilating area by means of movable sash, louvres 
or similar devices. 

SEC. 503. VENT SHAFTS 

503.1 Size. Vent shafts required by this article shall have a cross- 
sectional area of not less than one-fifth of a square foot for every foot 
of height of shaft, but shall have not less than eight square feet in any 
case. Such a shaft shall not be less than two feet in its least dimen- 
sion. Unless such a shaft is open to the outer air at the top, there shall 
be anetarea of fixed louvre openings in the skylight equal to the re- 
quired shaft area. 

503.2 Air Ducts. Vent shafts shall be connected with a street, or 
with a court or yard conforming to the requirements of this article, by 
a duct or intake below the lowest window opening on such Shafts. 
Such duct or intake shall have a cross-sectional area of not less than 
three square feet with a minimum dimension of one foot and shall he 
constructed of incombustible, non-corrodible metal. 

SEC. 504. MECHANICAL VENTILATION 

When mechanical ventilation is required, or is, permitted as an air 
tentative, 'the system shall be designed and constructed; in accordance 
withgenerally accepted good practice to provide the necessary changes 



for each square foot of floor area in any case. Such system shall be 
kept in continuous operation at all times during the normal occupancy 
of the building. 

SEC. 505 COURTS AND YARDS 

505.1 General 

a. A court shall be open and unobstructed to the sky for the re- 
quired width, provided that window sills, belt courses and other similar 
ornamental projections may extend into such-required width not more 
than four inches. For the purposes of this article courts need not 
extend to ground level and the height shall be measured from the floor 
level of the lowest window required to open upon it. When a court is 
located on the side of a lot ( not a street line ) , the lot shall be deemed 
an enclosure of such court. An outer court is a court unenclosed at 
least upon one side and an inner court is a court enclosed on all sides. 

b. A yard shall be an open area as required by The Zoning Ordin- 
ance, provided that where this section imposes greater widths than 
required by The Zoning Ordinance, the requirements of this section 
shall prevail. 

505.2 Outer Courts and Yards. 

a. Every outer court or yard serving a habitable room as required 
by this article shall have a width of not less than one-fourth of the 
height, but not less than six feet, provided that the width shall be in- 
creased by one foot for each ten feet in length over forty feet, and 
provided further that, if windows serving habitable rooms as re- 
quired by this article face a wall on the opposite side of an outer court 
in which windows serving habitable rooms as required by this article 
also occur, the width of such court shall be double the foregoing re- 
quirements. 

b. Every outer court or yard serving other than habitable rooms as 
required by this article shall have a width of not less than one-fifth of 
the height, but not less than five feet, provided that the width shall be 
increased by one foot for every ten feet over forty feet. 

505.3 Inner Courts. Every inner court serving rooms as required 
by this article shall have a width of not less than one-half the height, 
but not less than twelve feet, provided that if windows serving habi- 
table rooms as required by this article face a wall on the opposite side 
of an inner court in which windows serving habitable rooms as re- 
quired by this article also occur, the width of such court shall be double 
the foregoing requirements. Every inner court shall be connected at 
or near the bottom with a street, yard, or outer court by a horizontal 
intake or air duct with a cross-sectional area of not less than nine 
square feet with a minimum dimension of one foot. Such intake or 

' duct shall have walls, floors and ceilings having a fire-resistive rating 
of not less than two hours for buildings of fireproof construction and 
not less than one hour for other buildings. 

ARTICLE VI 
MEANS OF EGRESS 
SEC. 600. APPLICATION OF ARTICLE 

600.1 New Buildings. Buildings hereafter erected shall be provided 
with exit facilities in accordance with the requirements of this article. 

600.2 Alterations. No building shall hereafter be altered so as to 
reduce the number or capacity of exits to less than required for new 
buildings of similar construction and occupancy. Exits hereafter 
installed shall conform to the requirements for exits in new buildings, 
except when such exits are installed to comply with a specific order of 
the Building Inspector. 

600.3 Existing Buildings. Every building heretofore erected, which 
is not provided with exit facilities as required for new buildings and in 
which the existing exit facilities are inadequate for the safety of the 
occupants, shall be provided with such means of egress as directed 
by the Building Inspector. 

SEC. 601. COMMONWEALTH REQUIREMENTS 

The requirements of the laws of Pennsylvania and the regulations 
of the Department of Labor and Industry adopted thereunder as to 
means of egress shall constitute minimum requirements for the design, 
construction and maintenance of exit facilities for all applicable build- 
ings hereafter erected and altered in the Borough. Evidence of the 
approval of the Commonwealth, when such approval is required by it, 
shall accompany all applications for building permits. 

SEC. 602. ADDITIONAL REQUIREMENTS 

602.1 General. When in the opinion of the Building Inspector, the 
requirements of Sec. 601 of this ordinance are not sufficient to give the 
necessary protection to occupants of a building, additional means of 
egress or additional safeguards of construction or maintenance shall 
be provided as directed by the Building Inspector. 

602.2 Apartments. Every apartment that has not direct exit to a 
street, or to a court or yard opening on a street, shall have access to at 
least one additional exit separated from and independent of the primary 
interior stairway or fire tower. 

ARTICLE VH 

LOADS 
SEC. 700. GENERAL 

700.1 Design for Loads. All buildings and structures shall be 
designed and erected of sufficient strength to support safely their own 
dead loads and their imposed live loads which shall be not less than the 
minimum live loads specified for various uses in this article. 

700.2 Dead Load. The dead load of a building or structure shall 
include the weight of the walls, permanent partitions, floors, roofs and 
all other permanent stationary construction entering into the building 
or structure. 

700.3 Live Loads. Live loads shall include all loads other than the 
dead load. 

SEC. 701. WEIGHTS OF MATERIALS 

For the purpose of estimating dead loads in the absence of more 
definite information, the weights of building materials in pounds per 
cubic foot shall be assumed to be as follows: 

Brickwork 120 

Cast Iron 450 

Concrete, Stone 144 

Concrete, Cinder 108 

Earth, Dry, Packed 100 

Earth, Wet 120 

Gypsum Block 48 

Hollow Tile, Wall Bearing.. 60 

SEC. 702. FLOOR LOADS 

702.1 Minimum Uniform Loads for Various Occupancies. The fol- 
lowing live loads in pounds per square foot uniformly distributed shall 
be taken as the minimum live loads permissible for the occupancies 
listed, and loads at least equal shall be assumed for uses not listed, 
similar in nature to those listed: 

Domestic occupancy; all parts of private dwellings; 
residence portions of apartments, hotels, hospitals, schools 
and including corridors for access thereto 40 pounds 

Office occupancy: above first floor in office buildings, 
offices in other buildings 50 pounds 

Stores, wholesale and retail; first floor of office build- 
ings ,..,..:...........,................!.... ■. ...........;... 100 pounds 

Class rooms in schools and colleges, not exceeding 
twelve hundred square feet, or of whatever size if with 
fixed seats ....,...;........,., ...,,..:„.....■.;. .,..,.......:............... 50 pounds 

Public occupancy: assembly, amusement and dining 
halls; classrooms other than specified above: public spaces 
of apartments, hotels, hospitals, schools; all spaces where 
crowds of people are likely to assemble 100 pounds 

light manufacturing or storage.... 100 pounds 

Heavy manufacturing or storage. ..-..200 pounds 

Garage for pleasure cars only; automobile showrooms.... 100 pounds 
. Garage, use unlimited........ .................................................... 1 50 pounds 

702.2&>ecial Concentrations. In the design of floors, consideration 
shall be given to the effects of known or probable concentration, of load 
to which &ey m ay be subjected. In business buildings, every floor 



Hollow Tile, Partition 54 

Masonry, Granite, Marble.. 168 

Masonry, Limestone 156 

Masonry, Sandstone 144 

Plaster, Mortar , 96 

Steel ...490 

Timber, Oak 48 

Timber, Pine. Fir 40 
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shall be designed to sustain safely a load of two thousand pounds '■:■$ 
placed upon any space two and one-half feet square wherever such "-£ 
load upon an otherwise unloaded floor would produce stresses greater 
than the uniformly distributed load for which the floor is designed. 

7023 Impact The live loads prescribed in this article may be 
assumed to include the effects of ordinary impacts, but a suitable in- * 

crease in the assumed live loads shall be provided for special occu- 
pancies and loadings involving unusual impacts. 

702.4 Reduction in Live Loads. Live loads on foundations, walls, 
piers, columns, girders and trusses, for all buildings except those used 
for warehouse or storage purposes, may be reduced as follows: 

Carrying one floor and roof per cent 

Carrying two floors and roof 10 per cent 

Carrying three floors and roof 20 per cent 

SEC. 703. ROOF LOADS 

a. Flat roofs and roofs having a rise of four inches or less per foot 
of horizontal projection shall be designed to carry safely a vertical live 
load of not less than thirty pounds per square foot of horizontal pro- 
jection. 

b. Roofs having a rise of more than four inches an not more than 
twelve inches per foot of horizontal projection shall be designed to 
carry safely a vertical live load of not less than twenty pounds per 
square foot of horizontal projection. 

c. Roofs having a rise of more than twelve inches per foot of hori- 
zontal projection snail be designed to carry safely a wind force acting 
normally to the roof surface, on one slope at a time, of not less than 
twenty pounds per square foot of such surface. 

d. When a roof is to be used as a floor, it shall be designed to carry 
safely not less than the minimum live load prescribed in this article 
for floors. 

SEC. 704. SIDEWALK, COURT AND YARD LOADS 

. The minimum live load for sidewalks and for courts and yards used 
as driveways shall be assumed to be not less than three hundred pounds 
per square foot uniformly distributed. For other yards and courts, 
the minimum live load shall be assumed to be not less than one hundred 
and twenty-five pounds per square foot uniformly distributed. 

SEC. 705. WIND PRESSURE 

705.1 Wind Loads. The wind pressure on vertical plane surfaces 
shall be assumed to be not less than ten pounds per square foot. The 
wind pressure on tank towers, stacks, and other exposed structures on 
the tops of buildings shall be assumed to be not less than thirty pounds 
per square foot of gross exposed projected area. 

705.2 Stability. The overturning moment due to wind pressure 
shall not exceed seventy-five per cent of the moment of stability due to 
dead load only, unless the building or structure is securely anchored 
to the foundation. 

705.3 Allowable Stresses. For combined stresses due to wind and 
other loads, the permissible working stresses may be increased one- 
third, provided the section thus found is not less than that required by 
the loads other than wind load. For members carrying wind stresses 
only, the permissible working stresses may be increased one-third for 
steel, and one-half for reinforced concrete or wood. 

SEC. 706. LOADING RESTRICTED 

No person shall place or cause or permit to be placed, on any floor 
of a building or on any part of a structure a greater load than the ap- 
proved or accepted safe load. 

ARTICLE VIII 
MATERIALS AND STRESSES 
SEC. 800. GENERAL 

800.1 Quality of Materials. All building materials shall be of a 
quality to meet the purpose and intent of this ordinance and, in the 
absence of particular specifications in this ordinance or in rules prom- 
ulgated hereunder, shall conform to well recognized standards for the 
materials in question. 

800.2 Secondhand Materials. Secondhand materials may be used 
only when approved by the Building Inspector as to condition and 
quality. 

800.3 Tests. The Building Inspector may require such tests of 
building materials as may be necessary to determine their quality and 
whether they conform to the purpose and intent of this ordinance. 
Duly authenticated tests By a competent person or laboratory may be 
accepted by the Building Inspector in lieu of tests under his own super- 
vision. Irt the absence of provisions for particular tests in this ordinance 
or in rules promulgated hereunder, tests shall be made in accordance 
with well recognized standards of testing the material in question. 
All tests shall be made at the expense of the applicant. 

800.4 Working Stresses. Working stresses shall not exceed the 
stresses allowed in this article for the material in question or, if not 
provided for in this article, in rules promulgated under the terms of 
this ordinance. 

SEC. 801. MASONRY 

801.1 Brick. Clay or shale brick, sand-lime brick and concrete brick 
shall conform to the standard specifications of the A. S. T. M., Designa- 
tions C62-41T. C73-39 and C55-37 Respectively and to the various 
grades described therein according to the following uses: 

Brick used for load-bearing masonry or masonry exposed to weather 
shall be of a quality not less than Grade MW for clay, shale or sand- 
lime brick and Grade A for concrete brick; 

Brick used for non-load-bearing purposes and not exposed to the 
weather shall be of a quality not less than Grade NW for clay, shale 
or sand-lime brick and Grade B for concrete brick. 

801.2 Hollow Clay Tile. 

a. Hollow clay tile used for load-bearing masonry or masonry 
exposed to weather shall conform to the requirements of Grade LB X 
of the standard specfications of the A. S. T. M.. Designation C34-41. 

b. Hollow clay tile used for non-load-bearing purposes and not 
exposed to the weather shall conform to the requirements of Grade NB 
of the standard specifications of the A. S. T. M., Designation C56-41. 

801.3 Concrete Block or Tile. 

a. Hollow concrete block or tile used for load-bearing masonry or 
masonry exposed to weather or soil shall conform to the requirements 
of the standard specifications of the A. S. T. M., Designation C90-39. 

b. Hollow concrete block or tile used for non-load-bearing pur- 
poses and not exposed to weather or soil shall conform to the require- 
ments of the standard specifications of the A. S. T. M., Designation 
C 129-39. 

c. Solid concrete block or tile shall conform to the requirements 
of Grade A of the standard specifications of the A. S. T. M., Designa- 
tion C145-40. 

d. All concrete block or tile shall bear a distinctive mark of the 
manufacturer and such mark shall be registered with the Building 
Inspector. It shall be unlawful to use the concrete block or tile of any 
manufacturer unless the approval of the Building Inspector has been 
obtained. All applications for such approval shall be accompanied by 
proof of satisfactory test of such block or tile by a testing laboratory 
of recognized standing. . 

801.4 Gypsum Block or Tile. Gypsum block or tile for fire-resis- 
tive purposes shall conform to the standard specifications of the A. S. 
T. M., Designation C52-41. Gypsum block or tile shall not be used in 
load-bearing masonry or in masonry exposed to weather or soil. 

801.5 Plain Concrete. Plain concrete shall be mixed in the pro- 
portions of at least one part of cement to a total of seven parts of 
separate volumes of fine and coarse aggregate, measured dry; and a ^ 
maximum of 8J^ U.S. gallons, of water per sack of cement, including 
water contained in the aggregate. Such concrete shall develop a ..$ 
strength of at least 1500 pounds per square inch. Materials shall .'.■»• 
conform to the requirements for the materials of reinforced concrete- 

801.6 Stone. Stone for masonry shall be hard and durable, free 
from seams and flaws that would affect their serviceability or strength, 
as large as practicable for the intended work, and of approved quality •-:?; 
and shape. 
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801.7 Mortar Materials. 

a. Quicklime shall conform to the standard specifications of the 
A. S. T. M., Designation C5-26. 

b. Hydrated lime shall conform to the standard specifications of 
the A. S. T. M., Designation C6-31 . 

c Portland cement shall conform to the standard specifications ot 
the "A S. T. M., Designation C150-41. Masonry cement shall con- 
form to the standard specifications of the A. S^ T\ M Designation 
C91-40 Cements of other types approved by the Building Inspector 
are permitted when used in accordance with rules governing their use. 

d. Gypsum shall conform to the standard specifications of the 
A. S. T. M.. Designation C22-41. 

e. Sand shall be clean, sharp, coarse and siliceous, free from salt, 
lime, clay or other foreign materials. 

f Water shall be clean, free from all organic materials, strong 
acids or alkalis, or shall be the water used for drink purposes. 

a. Lime putty shall be made by slaking to a smooth paste fresh 
~and properly burned quicklime. The resultant paste shall be stored 

in a suitable box or other receptacle for not less than 48 hours before 
being mixed with sand. 

801.8 Mortar Proportions. 

a Mortar proportions shall be measured by volume. 

b. Lime mortar shall be composed of one part of lime putty or 
hydrated lime and not more than three parts of sand. Cement may 
replace equal volumes of lime. 

c Lime-cement mortar shall be composed of one part of lime putty 
or hydrated lime, one part of Portland cement a nd not more than six 
parts of sand. Masonry cement may be substituted for the Portland 
cement, or lime, or both. ,,-.,] 

d. Cement mortar shall be composed of one part of P° rtla "d "men 
and not more than three parts of sand with an allowable addition o 
hme putty or hydrated lime not to exceed fifteen per cent of the cement 
content. 

801.9 Allowable Working Stresses. The allowable working 
stresses, in pounds per square inch for masonry in compression shall 
be taken as follows: L|mt 

Mortal 

Brickwork 

Hollow Block or Tile, gross area 



Solid Concrete Block 

Rubble Masonry 

Ashlar Masonry, sandstone 
Ashlar Masonry, limestone 
Ashlar Masonry, marble 
Ashlar Masonry, granite 

Plain Concrete 



70 

70 

.160 

.250 

.250 

400 



Llmo-Ccmcnt 
Mortar 

170 
75 
100 
100 
320 
400 
400 
640 



Cement 
Mortar 

220 
100 
150 
140 
400 
500 
500 
800 



400 



SEC. 802. WOOD 

802.1 Quality. Structural wood shall conform to the requirements 
for the several grades in specifications or grading rules of rcg.ona asso- 
ciations of lumber manufacturers which are based upon the grading 
nrocedure of American Lumber Standards in Simplified Practice Re- 
ESmendattonV R16-29. Lumber, of the United States Department of 
Commerce and of the "Guide to the Grading of Structural Timbers and 
the Determination of Working Stresses" Misce laneous Publ.cat.on 
No. 185 of the United States Department of Agriculture. 

802.2 Size. Unless expressly stated otherwise, the minimum sizes 
of wood members refer to nominal sizes. American Lumber Standard 
dreTsed sizes shall be accepted as the minimum net sizes conforming 
to nominal sizes. 



802.3 Allowable Working Stresses 



shall be determined from the 



a The strenath of wood members 

acfual dimensfons of the pieces, and not from nominal d-ensionj 

b The allowable working stresses, in pounds per square inch, tor 
lumber and timber shall be taken as follows: 



Bending 

Extreme 

Fibre 

Longleaf Southern Yellow Pine 1600 

Shortleaf Southern Yellow Pine 1200 

Douglas Fir. Structural Grade 1600 

Douqlas Fir, Common 1200 

Red and White Oak 400 

Spruce 11UU 

West Coast Hemlock 1)00 

Eastern Hemlock 1 100 



Hori- 
zontal 
Shear 

100 

100 
90 
75 

120 
80 
75 
70 



Compressli 


Modulus of 


Grain 


Elasticity 


375 


1 ,600,000 


350 


1 .600.000 


345 


1.600.000 


325 


1 .600.000 


500 


1,500,000 


250 


1 .200.000 


300 


1 .400,000 


300 


1,100,000 



for 



c The allowable working stresses, in pounds per square inch tor 
wood columns shall vary with the ratio of length to diameter or least 

side as follows: ,,„ _ _.... ,u ~. ■<= loss than 

40 



Where ratio equals or is 



16 

940 
847 
940 
847 
771 
617 
696 
541 



20 

880 
796 
880 
796 
728 
582 
660 
515 



25 
702 
675 
702 
675 
625 
500 
573 
447 



30 

487 
487 
487 
487 
457 
365 
426 
337 



35 

358 
358 
358 
358 
336 
268 
313 
246 



274 
274 
274 
274 
257 
206 
240 
188 



12 

Longleaf Southern Yellow Pine.980 
Shortleaf Southern Yellow Pine.. 870 
Douglas Fir, Structural Grade... 980 

Douqlas Fir. Common 870 

Red and White Oak 790 

Spruce ■ 632 

West Coast Hemlock 712 

Eastern Hemlock 556 

The ratio of length to diameter or least side shall not exceed forty. 

d. Grade-marked timbers of higher structural qualities may be 
approved by the Building Inspector for use with higher stresses based 
on authoratative test data. 

SEC. 803. REINFORCED CONCRETE 

A01 1 Oualitv of Materials. The materials of reinforced concrete 
ehS eonteTto ^requirement, of the "Building Regulations for 
snau conionuLu /ATI 501-36T) as adopted February 25. 

mo bTthe Amer an Concrete Institute! except that where reference 
smade^o standard specifications of the A. ST. M the Designate 
shaT be of the standards or tentative standards of that soc.ety as of 
the effective date of this ordinance. 

80*2 Allowable Working Stresses. The allowable working 
stress for reTnforced concrete construction shall conform to those 
conXfned°in die "Building Regulations for Reinforced Concrt^ 
(A.C.I. 501-36T) as adopted February 25, 1936,. by trie American 
Concrete Institute. 
SEC. 804. STEEL AND IRON 

804.1 Quality of Materials. 

a The materials of steel and iron construction shall conform to the 
reauiremenS of the "Specification for the Design Fabrication and 
exSn of Structural Steel for Buildings" as , adopted I by ^ Amencan 
Institute of Steel Construction in June. 1936. except that were 
ference is made to standard specifications of the AS. T. M. the Desig- 
nations shall be of the standards or tentative standards of that soc.ety 
as of the effective date of this ordinance. 

b Filler metal for fusion welding shall conform to the requu-emfents 
«f f'he "Codefor Fusion Welding and Gas Cutting in Building Con- 
steu^ion" Code 1 Pa ? A, Edition of 1937. formulated by the American 
WeSSg Socffiy. except that where reference \«fde to standard 
s^SfficSions <S the A. I T. M the Designations shall lb. : o [*"££* 
ards or tentative standards of that society as of the effective date ot 
this ordinance. 

804.2 Allowable Working Stresses. 

'* The allowable working stresses for iron and steel construction 

sha^VcS^mTthose contained in t h C S ff^ B Sn^"t%do 8 p?ed 

Fabrication and Erection of Structural Steel for Buildings as adopted 

Wihe American Institute of Steel Construction in ^June lf* nforffl 

V, The allowable working stresses in fusion welding shall conform 

t Q tkosTcoXed in The "Code for Fusion Welding , and Gas Cuttinq 

'"■£ ■SSBnTcSSStaf'.Code i. Part A; Edition of 1937. formula 

P^y-the^AmerlcMJ^ddtag Society.. _.... ..,...._.... 



SEC. 805. BEARING VALUES OF SOILS 

805.1 Presumptive Capacity. In the absence of satisfactory tests, 
the sustaining power in tons per square foot, of different soils shall 
be taken as follows: 



Soft clay 1 

Wet sand 2 

Firm clay 2 

Sand and clay mixed in layers 2 
Fine, dry sand; hard, dry clay 3 



Coarse sand 4 

Gravel | 

Soft rock ° 

Hardpan JO 

Medium rock '5 

Hard rock 35 

805.2 Soil Tests. When there is doubt as to the character of the 
soil or it is desired to exceed the presumptive capacity, borings or tests 
shall be made at the expense of the owner under the direction ot the 
Building Inspector to determine the safe sustaining power of the soil. 
A complete record of the test shall be filed with the Building Inspector. 

805.3 Filled Ground. No foundation shall be placed on filled 
ground until the Building Inspector has fixed, by test or inspection, the 
safe sustaining power that may be assumed. 

ARTICLE IX 
CONSTRUCTION 

SEC. 900. WORKMANSHIP 

Workmanship in the fabrication, preparation and installation of 
materials shall conform to generally accepted good practice. Specific 
provisions of this article shall not be deemed to suspend any require- 
ments of good practice, but shall be regarded as supplementing or 
emphasizing them, and shall be controlling. 

SEC. 901. EXCAVATIONS 

901.1 Protection of Excavations. Until provision for permanent 
support has been made, excavations shall be properly guarded and 
protected by the persons causing them to be made so as to prevent the 
excavations from becoming dangerous to life or limb. Where neces- 

' sary. excavations shall be sheetpiled, braced or shored, and permanent 
excavations shall be protected by retaining walls or other permanent 
structures, by the persons causing the excavations to be made, so as to 
prevent movement or caving in of adjoining soil. 

901.2 Support of Neighboring Buildings and Structures. 

a When an excavation extends more than three feet below he 
curb orade at the common property line, or below the surface ot the 
ground where there is no such curb grade, the person caus.ng such 
excavation to be made shall, if afforded the necessary consent to enter 
upon the adjoining land, at his own expense, preserve and protect from 
injury every building or structure, the safety of which may be affected 
by such excavation, and when necessary, shall underpin and support 
the same by proper foundations, irrespective of the depth to which 
the foundations of such building or structure may extend. 11 the neces- 
sary consent is not accorded to the person making the excavation, 
then it shall be the duty of the person refusing such license to preserve 
and protect such building or structure from injury and, when neces- 
sary to underpin and support the same by proper foundations: and or 
that purpose such person shall, when necessary, be permitted to enter 
upon the premises where such excavation is being made. 

b When an excavation extends not more than three feet below 
the curb grade at the common property line, or below the surface ot 
the ground where there is no such curb grade the owner of a bu tid- 
ing or structure, the safety of which may be affected by such excava- 
tion, shall preserve and protect the same from injury and, when neces- 
sary shall underpin and support the same by proper foundations. 
For such purpose* he shall be permitted, if necessary, to enter upon 
the premises where such excavation is being made. 

c. In case there is a party wall along a lot line of the premises 
where an excavation is being made, the person causing the excavation 
to be made, shall at his own expense, preserve such party wall in as 
safe a condition as it was before the excavation was commenced and 
shall, when necessary, underpin and support the same by proper 
foundations. 

SEC 902. FOUNDATIONS 

902.1 General. The foundation loads of permanent buildings or 
structures shall be carried down to satisfactory bearing I material by 
means of walls, piers or piles, which shall be so designed that the entire 
transmitted load will be distributed over the bearing area at a unit 
intensity not exceeding the allowable bearing values prescribed in 
SEC. 805 of this ordinance. 

902.2 Footings. Footings shall be designed so that the pressure 
on the soil per unit of area shall be as uniform as Possible under all 
parts of the building or structure. Footings shall be of st one : maso nry 
or stone concrete, and shall be carried down not less than three feet 
below finished grade. They shall not be placed upon frozen .sort 
nor plated in freezing weather unless adequate precautions are taken 
against frost action. Except under rubble masonry walls where : the 
allowable bearing values of the soil are not exceeded all footings sha 
be at least eight inches wider than the foundation wall above and shall 
have a depth at least equal to the total projection beyond such founda- 
tion wall. 

SEC. 903. FOUNDATION WALLS 

903.1 General. Foundation walls for the support of solid-wall con- 
struction shall be of solid masonry or concrete; foundat f, n o llt con' 
the support of hollow block or tile construction may be of hollow con- 
crete block. They shall be of adequate strength and thickness to resist 
lateral pressures from adjacent earth and to support their vertical I loads 
but the thickness shall not be less than the thickness o wall supported 
by them. Where cellars occur, foundation walls shall be continuous 
walls extending at least 6 inches below top of the finished cellar floor. 
Where foundation walls enclose a space between floors of wood con- 
struction and the earth, suitable ventilation shall be provided. 

903.2 Rubble Masonry. Foundation walls of rubble masonry shall 
be not less than 16 inches in thickness. 

903.3 Brick or Concrete Block. Foundation walls of brick or con- 
crete block shall be not less than 12 inches in thickness. The outside 
face of such walls in contact with the soil shall be damp proofed with 
three-fourths of an inch of cement mortar or with other approved 
material. , „., 

903.4 Plain Concrete. Foundation walls of plain concrete shall be 
not less than 1 2 inches in thickness. 

903.5 Reinforced Concrete. Foundation walls of reinforced con- 
crete shall be not less than 8 inches in thickness. Reinforcing steel in 
footings and foundations shall be protected by at least 3 inches ot 
concrete. , 

903.6 Minor Buildings. The Building Inspector may exempt founda- 
tion walls for small one-story buildings or private garages from the 
foregoing provisions of this section and permit their construction ot 
such materials, thickness and depth as may meet his approval. 

SEC. 904. MASONRY CONSTRUCTION , 

904.1 Erection. Masonry shall be plumb and true to line. It shall 
be protected against freezing for at least 48 hours after being set. No 
frozen materials shall be used or built upon. Masonry walls that meet 
or intersect shall be adequately bonded or anchored. Isolated piers 
shall not exceed in height ten times their least dimension. Masonry 
walls shall be braced, either horizontally or vertically at right angles to 
the wall face, at maximum intervals of twenty times the wall thickness. 
Horizontal bracing may be obtained by floors or roofs. Vertical brac- 
ing may be obtained by cross walls, wall columns or buttresses, or by 
increasing the wall thickness. 

904.2 Mortar. 

a. Footings, foundation walls and piers, free-standing chimneys and 
chimneys from the underside of roof rafters to their tops shall be laid in 
cement mortar only; All other masonry construction shall be laid in 
cement or lime-cement mortar, provided that the Building Inspector may 
permit the use of lime mortar when in his judgment the nature of the 
construction warrants such use. . , 

b. Mortar ingredients shall be thorough y mixed and uniformly 
distributed throughout the mass. Mortar shall be used before the 
initial set has commenced. No retempered mortar containing cement 
shall be used. 



904.3 Brick Masonry. In brick walls at least every seventh course 
on both sides of the wall shall be a header course or there shall be at 
least one full length header in every 84 square inches of wall surface. 
In walls more than 12 inches thick, the inner joints of header courses 
shall be covered with another header course which shall break joints 
with the course below. When running bond is used, every seventh 
course on each face shall be bonded into the backing in a substantial 
manner. All brick having appreciable absorption shall be thoroughly 
wet before laying. 

904.4 Stone Masonry. In stone masonry at least ten per cent of 
the face area shall consist of header stone uniformly distributed and 
extending through the wall. Sandstones and other stones showing 
a pronounced cleavage shall be laid on their natural bed. 

904.5 Hollow Walls and Walls of Block or Tile. In hollow walls, 
and in walls and piers of hollow block or tile, solid masonry shall be 
provided at each line of floor beams and wherever load concentrations 
occur to insure good bearing and a uniform distribution of load. In hol- 
low walls, the separate parts thereof shall be bonded together so that 
the parts of the wall will exert common action under the load. In walls 
of block or tile one unit in thickness, each unit shall break joints with 
those next above. When more than one unit is required to produce 
a given wall thickness, the units shall break joints with the units next 
above and shall be laid with a masonry bond equivalent to one course 
of headers to each three courses of stretchers. The maximum height 
of hollow walls and walls of block or tile shall be 35 feet. 

904.6 Faced Walls. Faced walls shall be of at least the thickness 
required for masonry walls of the material forming the backing. Facings 
of brick or solid structural units shall be bonded into the backing with 
headers at least four inches thicker than the facing and equivalent to 
one-sixth the area of the wall. Dressed stone facings shall be simi- 
larly bonded and in addition every stone other than bond stone shall 
be anchored to the backing with at least one non-corrodible metal 
anchor. Materials used in facing shall have a thickness of not less 
than one-eighth the height of the unit and not less than 3% inches in 
any case. 

904.7 Veneered Walls. When walls are veneered with brick, terra 
cotta, stone or other approved material, the veneering shall be tied into 
the backing either by a header for every 300 square inches of wall 
surface or by substantial non-corrodible metal wall ties spaced not 
farther apart than 1 foot vertically and 2 feet horizontally. In no case 
shall the veneering be considered a part of the wall in computing the 
strength of bearing walls nor shall it be considered a part of the re- 
quired thickness of the wall. 

904.8 Wall Thicknesses. 

a. The thickness of masonry walls shall be sufficient to keep the 
stresses in the masonry within the allowable working stresses pre- 
scribed by this ordinance and, except as otherwise provided in para- 
graph (b) of this subsection, shall be not less than specified in the 
Following table. 

Minimum Thickness in Inches of Masonry Walls 

HEIGHT OF WALL IN STORIES 

STORY 3 2 1___ 

Third 8 

Second 12 8 

First 12 12 8 

Foundation 16 12 12 

For the purpose of calculating wall thicknesses, the maximum height 
of a story shall be 10 feet. 

b. Exceptions 

(1) In single-family dwellings, the second story wall in a three- 
story dwelling, the first and second story walls in a two-and-one-half 
story dwelling, and the first story wall in a two-story dwelling may 
be 8 inches thick. 

(2) Except for party walls, walls supported by girders at each 
story may be 8 inches thick. 

(3) Non-bearing walls may be 4 inches less in thickness than 
shown in the table provided that no such wall shall be less than 8 
inches, and not more than two-and-one-half stories in height for such 
thickness. 

(4) Rubble stone walls shall be 4 inches more in thickness than 
shown in the table provided that no such wall shall be less than 16 

inches. , , „ 

(5) Walls exceeding 75 feet in length between cross walls, piers or 
buttresses, shall be increased 4 inches in thickness for each additional 
75 feet or fraction thereof of length. 

(6) When the clear span between bearing walls or between a 
bearing wall and an intermediate support is more than 26 feet, the 
thickness of such walls shall be increased four inches for each addi- 
tional 10 feet or fraction thereof of span except where such bearing walls 
are adequately reinforced by buttresses. 

904.9 Chases and Recesses. 

a. No chase or recess shall be cut or built within the required area 
of a pier. The maximum depth of any permitted recess or chase shall 
be one third of the wall thickness and such recess or chase shall have 
not less than eight inches of material at the back, provided that r a diator 
recesses under windows may have a maximum depth of one-half of the 
wall thickness and not less than four inches of material at the back. 

b The maximum length of any horizontal chase without suitable 
structural support shall be four feet and the maximum horizontal pro- 
jection of any diagonal chase without suitable structural support shall 

be four feet. , .. , .. 

c The aggregate area of chases and recesses in a wall shall not 
exceed one-fourth of the whole area of the face of the wall in any story. 

d Chases and recesses that would reduce the thickness below the 
required minimum shall not be cut or built in fire walls, fire partitions 
or in fire protection of structural members. 

e. Chases and recesses may be built into hollow walls and walls ot 
hollow block or tile but shall not be cut in such walls. 

SEC. 905. WOOD CONSTRUCTION 

905.1 Beams and Joists. 

a. Wood beams and joists resting on masonry walls shall have a 
bearing of at least four inches on the masonry. The ends of wood 
beams and joists resting on masonry walls, except walls other than 
party walls in single-family and two-family dwellings, shall be cut to 
a bevel of three inches in their depth. 

b. Wood members entering a masonry party or fire wall shall be 
separated from each other and from the opposite side of the wall by 
at least four inches of solid masonry. 

c. Wood floor and flat-roof joists having spans in excess of eight 
feet shall be rigidly braced with continuous rows of bridging at intervals 
not exceeding eight feet. 

d. Header joists over six feet long and tail joists over twelve feet 
long shall be hung in approved metal stirrups or hangers, or secured 
by other means affording equivalent support. 

e. Joists under partitions and running parallel thereto shall be 
doubled. Headers carrying more than three joists, and the corres- 
ponding trimmers shall be doubled. 

f. Except in single-family dwellings, all trimmers and at least one 
beam or joist in every six feet, which rest on masonry walls, shall 
be secured to such walls by approved metal anchors attached in a 
manner to be self-releasing. Except in single-family dwellings, where 
joists or beams run parallel to masonry walls, such walls shall be tied 
to the floor construction at intervals of not more than eight feet with 
approved metal anchors extending over and secured to at least three 
joists. 

g. No beam or joist shall be cut or pierced in any manner that 
would cause it to be of insufficient strength for its load. 

h. Wood floor joists arid stair horses shall be not less than two 
inches in nominal thickness and shall be spaced not more than sixteen 
inches on centers. Where the ceiling is to be plastered, the allowable 
deflection caused by the live load shall not exceed 1/360 of the span 
length. 

i. For the purposes of this section, the following sizes, in inches, 
of joists for dwellings, set on sixteen inch centers, shall be acceptable 
construction: 

for lenghts up to 10 feet 2x8 

for lenghts up to 14 feet 2 x 10. 3 x 8 

for lengths up to 1 7 feet 2x12.3x10 

for lengths up to 21 feet 3x12 
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For an unplastered ceiling or where the allowable deflection is not 
exceeded for a plastered ceiling, the following net sizes, not nominal 
sizes, in inches of joists for dwellings, set on sixteen inch centers, shall 
be acceptable construction: 

for lengths up to 1 2 feet 2x8 

for lengths up to 15 feet 2 x 10 

for lengths up to 18 feet 2 x 12, 3 x 10 

for lengths up to 22 feet 3x12 

j. All wood beams and joists shall be trimmed away from flues and 
chimneys to provide a clearance of not less than two inches. In front 
of a fireplace an opening shall be trimmed to support a trimmer arch 
or approved masonry hearth at least twelve inches from the face of the 
breast and at least nine inches wider than the fireplace opening on 
each side. 

905.2 Stud Walls and Partitions. 

a. Bearing walls and partitions shall be constructed to develop a 
strength and rigidity equivalent to wood studding, not less than two 
inches by four inches, spaced not to exceed sixteen inches on centers. 
Wood stud partitions shall not be used for bearing purposes in more 
than one story, except in single-family and two-family dwellings. 

b. Where studs continue through more than one story, joists shall 
be nailed securely to the studs and shall be supported upon not less 
than a one inch by four inch ribbon board notched into the studs and 
securely nailed thereto. 

c Bearing partitions of wood studding shall be provided at the 
top with double plates, each at least two inches thick and of the same 
width as the studs, or with a single plate at least three inches thick and 
of the same width as the studs. Where these partitions do not rest 
upon girders or upon partition plates below, they shall have sole plates 
of the same dimensions as the studs. 

d. A wood sill not less than two inches in nominal thickness and 
not less than six inches in width shall be placed under all stud walls 
or partitions that rest on masonry or concrete foundations. 

905.3 Roof Framing. 

a. Wood rafters shall be not less than two inches in thickness, not 
less than six inches in depth and spaced not more than 24 inches on 
centers. Hip and valley rafters shall be two inches more in depth 
than common rafters. Studding and collar beams shall be used for 
bracing as required by the Building Inspector. 

b. For double pitch roofs, ridge pieces shall be provided of a depth 
not less than the plumb cut of the abutting rafters. 

c. A wall plate of suitable size shall be provided and the feet of 
rafters securely nailed thereto. 

SEC 906. REINFORCED CONCRETE CONSTRUCTION 

906.1 General. Except as otherwise provided in this ordinance, 
the design and construction of reinforced concrete shall be in accordance 
with the provisions of the "Building Regulations for Reinforced Con- 
crete" (A. C. I. 501-36T), as adopted February 25. 1936, by the 
American Concrete Institute. 

906.2 Average Concrete. When no preliminary tests of the mater- 
ials to be used are made, the compressive strength in pounds per square 
inch which shall be assumed as the basis for design shall not exceed 
the values in the following table. The surface water contained in the 
aggregate must be included as part of the mixing water in computing 
the water-cement ratio. 

Assumed Strength of Concrete Mixtures 
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Minimum Proportions: 

Volume of Portland 

Cement to Sum of Separate 

Volumes of Fine and 

Coarse Aggregate as 

Measured Dry. 

1:7 

1:6 

1:5 

1:4 



Maximum Water-Cement 

Ratio. U. S. Gallons 
per 94-lb. Sack of Cement 

8K 

$ 

6 



Assumed compressive 

strength at 28 days In lbs. 

per sq. Inch 

1,500 
2,000 
2,500 
3,000 



SEC. 907. STEEL AND IRON CONSTRUCTION 

907.1 General. Except as otherwise provided in this ordinance, the 
design, fabrication and erection of steel and iron construction shall 
be in accordance with the provisions of the "Specification for the 
Design, Fabrication and Erection of Structural Steel for Buildings . 
as adopted by the American Institute of Steel Construction in June. 
1936. 

907.2 Fusion Welding and Gas Cutting of Structural SteeK 

a. Fusion welding may be substituted for or used in combination 
with riveting, bolting or other connecting means specified in this 
ordinance, and gas cutting may be substituted for shearing sawing 
or other cutting means, only when the Building Inspector is satisfied that 
the nature of the work, the skill of the workmen and inspectors, and 
the design ; of the building and details to be welded will produce results 
in conformity with this section. 

b. The design and execution of permitted fusion welding and gas 
cutting operations shall be in accordance with the provisions and 
limitations of the "Code for Fusion Welding and Gas Cutting in Build- 
ing Construction", Part A— Structural Steel. Edition of 1937. of the 
American Welding Society. 

SEC. 908. MISCELLANEOUS REQUIREMENTS 

908.1 Concrete Floor. In all buildings except accessory farm build- 
ings and buildings of a similar nature, every floor resting directly on 
the ground shall be of Portland cement concrete not less than three 
inches thick. The Building Inspector may require such floor to be laid 
on not less than three inches of sand or cinders, or constructed in some 
other approved manner to guard against dampness from below such 
floor. 

908.2 Drainage. Adequate provision shall be made for the drainage 
of water from all buildings, areas, yards and courts. Rain conductors 
shall not discharge over the sidewalk of a street but shall be installed 
under the sidewalk through cast iron pipe so as to discharge into the 
gutter at the curb line. 

ARTICLE X 
FIRE PROTECTION AND FIRE RESISTANCE 
SEC. 1000. DETERMINATION OF FIRE RESISTANCE 

1000.1 Building Materials and Assemblies. 

a. The fire resistance of materials of construction and fire pro- 
tective materials, and assemblies or combinations thereof, when not 
specifically designated in this ordinance, shall be determined by per- 
formance under the standard fire test made in accordance with the 
"Standard Specifications for Fire Tests of Building Construction and 
Materials", A. S. T.'M. Designation C 19-41. 

b. Within the limitatiQns and restrictions specified in this ordinance 
for given uses and conditions, the following materials and assemblies 
or combinations of materials shall be classed as fire resistive materials. 

Brick; clay, shale or concrete 

Concrete block or tile 

Concrete, plain or reinforced 

Gunite 

GypSum block or tile 

Gypsum, plain or reinforced 

Hollow clay tile 

Metal lath and plaster - 
In lieu of metal lath and plaster, approved fire resistive plaster board 
may be used on which plaster shall be applied to make the total thickness 
of board and plaster not less than that required for metal lath and 
plaster. : • '■/'■. --V-' ■ ■. 

c; All fire resistive construction of burned day, concreteor gypsum 
units, or other similar units, shall be solidly bedded and laid in gypsum 
mortar, lime-cemeht mortar or cement mottar, provided that gypsum 
units shall be laid in gypsum mortar only; All such units shall be 
thoroughly bonded by broken joints in alternate courses, or by approved 
metal ties. 

d. Plaster for fire protection shall consist of gypsum mortar, Port- 
land cement mortar, br other equally fire resistive materials. Gypsum 
plaster only shall be used for plastering on gypsum units. 
ev Pourpd in place concrete or gypsum; fire resistive materials 



f. Other materials or assemblies of materials for fire protection 
purposes may be used when approved by the Building Inspector on 
satisfactory evidence of their efficiency. 

g. The provisions of this article are minimum requirements for fire 
protection purposes and shall not be deemed to modify the requirements 
of other articles of this ordinance. 

1000.2 Fire Protection Appliances. 

a. Except as otherwise specifically provided in this article, fire 
protection appliances such as fire doors, fire windows, automatic and 
open sprinklers, and automatic-releasing devices shall conform to the 
specifications in rules duly promulgated by the Building Committee. 

b. In the absence of such specifications or when not inconsistent with 
the provisions of this ordinance, appliances enumerated in the "List of 
Inspected Fire Protection Appliances of Underwriters Laboratories, 
Inc." shall be deemed to meet the requirements of this article. 

SEC. 1001. FIREPROOF CONSTRUCTION 

1001.1 General. Subject to the specific limitations of this section, 
any form of construction that develops the required fire resistance in 
the standard fire test shall be acceptable in fireproof construction. 

1001.2 Structural Iron and Steel. 

a. Iron and steel columns placed within exterior walls or along 
the outer lines of a building shall be protected by approved masonry 
not less than four inches thick, provided that the interior faces may be 
protected as hereinafter specified for columns in the interior of the 
building. 

b. For the protection of iron or steel columns in the interior of a 
building, brickwork shall be not less than three and three-quarters inches 
thick; concrete shall be not less than two inches thick: hollow clay tile 
shall be not less than two inches thick and. when single shell tile is 
used, it shall be plastered on the exposed surfaces with gypsum mortar 
or cement mortar at least one-half inch in thickness, or. when double 
shell tile is used, it may be unplastered; poured gypsum shall be not 
less than one and one-half inches thick; solid blocks shall be not less 
than two inches thick; and hollow gypsum blocks shall be not less than 
three inches thick. The fireproofing materials shall be in contact with 
the member to be protected, or the spaces between the fireproofing and 
the member to be protected shall be filled with concrete or mortar. 

c. No fireproofing material for the protection of iron or steel columns 
shall be less than one and one-half inches thick in any case, provided 
that the outer edges of lugs and brackets may extend not nearer than 
one inch to the outer surface of the protecting material. 

d. For iron or steel girders or lintels supporting walls, the brick- 
work, concrete, hollow clay tile or gypsum used as fire protection shall 
be not less than two inches thick, provided that when the span does 
not exceed six feet or such opening is spanned by an_adequate masonry 
arch above the lintel the fireproofing may be omitted. 

e. For iron or steel girders or beams, except when supporting walls, 
the brickwork, concrete, hollow clay tile or gypsum used as fire pro- 
tection shall be not less than one and one-half inches thick; or such 
girders or beams may be protected by gypsum mortar or cement mortar, 
one and one-half inches thick on expanded metal lath weighing not less 
than three pounds per square yard. 

f. Members of steel trusses shall be protected by fireproofing mater- 
ials to provide a fire resistive rating of not less than two hours, or the 
trusses may be protected on the sides and below the bottom chords with 
expanded metal lath and gypsum mortar or cement mortar not less 
than one inch thick, provided that the protection of roof trusses, beams 
and purlings may be omitted if there is a clear height of at least 20 feet 
from the finished floor to the underside of the trusses. 

g. No pipes, wires, cables or other service equipment shall be 
embedded in the required fireproofing of columns or other structural 
members, nor shall they be between the required fireproofing and the 
member protected. 

h. Where the fireproofing of columns is exposed to the damage 
of trucking or the handling of merchandise, it shall be jacketed for a 
height of five feet from the floor with substantial covering. 

1001.3 Steel in Reinforced Concrete. 

a. The reinforcement in columns, girders and beams shall be 
covered on all sides by not less than one and one-half inches of con- 
crete, and in walls and floor slabs by not less than one inch of concrete. 

b. When the exterior surfaces of the concrete are covered with 
cement mortar or gypsum mortar three-fourths of an inch or more in 
thickness, the concrete covering the reinforcement, except in footings, 
may be one-half inch less than herein otherwise required, provided 
that in no case shall it be less than three-fourths of an inch. 

1001.4 Floor and Roof Construction. 

a. Floor and roof construction between supporting beams shall 
consist of an approved system of arches or slabs of incombustible 
material. Except as specifically provided otherwise, such construction 
shall either by itself or in combination with its protective ceiling have 
a fire resistive rating of at least two hours. 

b. Steel beams or approved steel joists which are not individually 
protected by fireproofing materials as specified in this section, shall be 
of uniform depth in each floor bay and shall be protected on the under- 
side by a ceiling of expanded metal lath and gypsum mortar or cement 
mortar not less than one inch thick, and on the upper side with a con- 
crete or gypsum slab not less than two inches thick. 

c. Steel beams or joists shall be tied together by steel rods or by 
rigid steel bridging of proper size, spacing and location. 

1001.5 Partitions. Partitions shall be constructed of incombustible 
materials, provided that unless otherwise specifically required, partitions 
may have wood doors, door casings, frames, jambs and bucks, window 
and transom frames and casings, and provided further that temporary 
partitions of wood and glass may be erected within rooms or spaces, 
not exceeding 5000 square feet in area, occupied by a single tenancy. 

1001.6 Interior Finish. 

a. Where wood sleepers are used for laying floors, the space be- 
tween the floor slab and the underside of the flooring shall be filled 
with incombustible material. 

b. Wood trim may be used for door or window casings, chair rails, 
picture moldings and baseboards when backed solidly with incombus- 
tible materials. 

c. Wood wainscoting and other surface coverings may be used on 
walls, partitions and ceilings when applied direct or to nailing strips 
and without concealed spaces; provided that such material used in a 
room or space exceeding five thousand square feet in area, shall have 
been treated to render it non-inflammable. 

SEC. 1002. HEAVY TIMBER CONSTRUCTION 

1002.1 Columns. 

a. Wood columns shall be not less than eight inches, nominal, in 
any dimension, All corners shall be rounded or chamfered. 

b. Column and girder connections shall be of fire resistive con- 
struction or protected by approved materials and methods having a 
fire resistive rating of not less than one hour. Wood~bolsters may be 
used only to support roofs. 

C; Columns shall not rest on floor timbers, nor shall they rest on 
Masonry foundations unless stone, cast iron or steel bases are used 
to transmit their loads. 

1002.2 Beams and Girders. 

a. Beams and girders of wood shall be not less than six inches in 
least dimension, nor less- than ten inches in depth. If built up of two 
or more pieces) they shall" be properly bolted together and precaution 
shall -be taken to prevent decay of contact faces.; 

b. Wall plates, boxes of self-releasing type or approved hangers 
shall be prbvided where beams or girders resfcon walls. 

c. where girders meet columns they shall be fitted around them or 
butted up. dose to them. Th« ends or girders shall be hdd in place 
by steel or iron straps, Spiked, bolted or lag screwed on their side's 
unless the post caps have sides projecting upward which can be lag 
Screwed to the girders. '■■.*.-■''' 

■ ' •• d. Where intermediate beams are found necessary for the support 
of a floor; theyshair rest on top of the girdersr Or they may be supported 
by approved steel or iron- hangers mtawhich the ends of beams shall 
• cloi * ' * ■""■'•■ ■"'-"' ■'-•"•'" "■'■'" ' ■''■'■■—'--'-'"- 



e. Wood beams and girders supported by walls shall have at least 
eight inches of masonry between their ends and the outside face of 
the wall. Where beams enter walls from opposite sides, there shall 
be at least eight inches of masonry between sides of adjacent beams. 

1002.3 Floors. Floors shall be constructed of splined or tongued 
and grooved plank not less than three inches in thickness covered with 
one inch flooring laid cross-wise or diagonally or of planks at least 
four inches thick set on edge close together with broken joints and 
spiked at intervals of not more than eighteen inches. Flooring shall. • 
not extend closer than one-half inch to walls, and the space thus left 
shall be covered by a moulding which will not obstruct an expansive 
movement of the floor due to wetting; or the masonry may be corbeled 
under the floor planks to cover this space. 

1002.4 Roofs. Roofs shall be constructed the same as floors except 
that the plank shall be not less than two and one-half inches thick, 
and beams supporting the roof shall be not less than six inches in 
either dimension. 

1002.5 Condition of Timber. Wood used in heavy timber con- 
struction shall be thoroughly seasoned and dry and shall be installed 
in such manner as to prevent dry rot or rapid decay. No paint or 
finish of any kind shall be applied until timbers are thoroughly seasoned. 

1002.6 Structural Members Other Than Wood. Structural mem- 
bers of steel or reinforced concrete may be used if protected as provided 
in this article for fireproof construction. 

SEC. 1003. FIREWALLS AND PARTY WALLS 

1003.1 Construction. Firewalls and party walls shall be of rein- 
forced concrete or an approved type of masonry and shall comply with 
all requirements for exterior bearing walls. Firewalls may be offest 
from floor to floor in any building provided the entire offset is of con- 
struction having a fire resistive rating of not less than four hours. 

1003.2 Parapets. 

a. Parapets shall be provided on all firewalls and party walls where 
such walls connect with roofs other than roofs of fireproof construc- 
tion, provided that party walls in single-family and two-family dwell- 
ings, the roofs of which pitch at an angle of thirty degrees or more from 
the horizontal, may stop at the underside of the sheathing when the 
rafters on each side are placed directly against the wall. 

b. Required parapets shall extend not less than two feet above the 
roof provided that, in residence buildings such parapets may extend 
not less than 12 inches above the roof. 

c. Required parapets shall be properly coped with incombustible 
weatherproof material. 

1003.3 Openings. The maximum area of an opening in a firewall 
shall be 80 square feet, provided that when intended for the passage of 
motor trucks the area may be a maximum of 140 square feet. The 
total width of all such openings on any level shall not be greater than 
25 per cent of the length of the wall. Every opening in a required 
firewall shall be protected on each side with an approved automatic 
fire door, provided that when a firewall serves also as a horizontal 
exit one of the automatic fire doors at each opening shall be replaced 
by a self-closing fire door. 

SEC. 1004. PARTITIONS 

1004.1 Garages. Garages located within or attached to a building 
shall be separated from the remainder of the building by partitions 
having a fire resistive rating of not less than one hour for private 
garages and not less than two hours for minor garages. Openings in 
such partitions shall be restricted to a single doorway protected by an 
approved, self-closing fire door and the door sill shall be raised at least 
ten inches above the garage floor level. 

1004.2 Business Buildings. In every business building used also 
as a dwelling, partitions separating the business occupancy from the 
residence occupancy shall have a fire resistive rating of not less than 
one hour. Openings in such partitions shall be protected by approved 
fire doors. 

1004.3 Cellar Partitions. "Except in single-family or two-family 
dwellings, partitions hereafter erected in cellars or basements without 
an approved sprinkler system shall be constructed of incombustible 
materials or shall have a fire resistive rating of not less than one hour, 
unless such partitions enclose only coal or wood bins and do not ex- 
tend to the ceiling. 

1004.4 Apartment Partitions. Partitions separating apartments, or 
apartments from hallways, or apartments from other occupancies shall 
in fireproof or heavy timber construction have a fire resistive rating 
of not less than two hours, and in other types of construction shall have 
a fire resistive rating of not less than one hour. Openings in such par- 
titions shall be protected by approved fire doors. 

1004.5 Acceptable Construction. 

a. For the purposes of this section, the following constructions 
shall be deemed to have a fire resistive rating of two hours: 

brick four inches thick laid in cement mortar or lime-cement 
mtJrtar plastered on both sides; 

hollow clay tile six inches thick laid in cement mortar, lime-cement 
mortar or.gypsum mortar plastered on both sides with gypsum 
mortar or cement mortar not less than one- half inch in thickness, 
and having at least two cells in the thickness of the partition; 

cored gypsum blocks four inches thick laid in gypsum mortar. 

b. For the purposes of this section, the following construction shall 
be deemed to have a fire resistive rating of one hour: 

wood studs covered on both sides with gypsum mortar or cement 
mortar not less than three-fourths of an inch in thickness on 
expanded metal lath. 

SEC 1005. CEILINGS 

1005.1 Garages. Garages which are in the basement or cellar of 
any building or which have a second-story over them, or which have 
loft or storage space above them, shall have a ceiling construction hav- 
ing a fire resistive rating of not less than one hour for private garages 
and of not less than two hours for minor garages. 

1005.2 Business Buildings. In every business building used also as 
a^ dwelling, the floor or ceiling construction separating the business 
occupancy from the residence occupancy shall have a fire resistive 
rating of not less than one hour. 

1005.3 Cellar Ceilings. In buildings of ordinary masonry construc- 
tion, except dwellings, one-story buildings outside the fire limits, and 
buildings with cellars or basements having an approved sprinkler 
system, the ceiling over cellars or basements shall have a fire resistive 
rating of not less than one hour. 

1005.4 Acceptable Construction. For the purposes of this section, 
the following ceiling construction shall be deemed to have a fire resis- 
tive rating of not less than one hour: gypsum mortar or cement mortar 
not less than three-fourths of an inch in thickness on expanded metal 
lath. 

SEC. 1006; EXTERIOR WALLS AND OPENINGS 

a. Openings in an exterior wall of every building, except single- 
family, and two-family dwellings and buildings accessory thereto and 
churches, which face, at a distance of less than twenty feet, the further 
side of a street, or a combustible wall or roof , or an unprotected opening 
in a wall or roof of another building on the same lot, or which are less 

, than ten feet from a side or rear property line, shall be protected by 
approved fire doors or fire windows. , 

b* Exterior walls of all buildings, except where fronting on a street, 

-jalley or public open space not less than ten feet wide, which are less 
than five feet from a property line or less than ten feet from another 
building on the same lot, shall be of not less than two-hour fire resistive 
construction and all openings therein shall be protected by approved fire 
doors or approved, me windows: provided that in buildings of metal 
frame construction, exterior Walls of: unprotected metal may be con- 
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c. All openings over six feet wide in exterior walls of buildings of 
ordinary masonry construction shall have lintels of reinforced concrete 
or of steel with fireproofing at least two inches thick, provided that, in 
residence buildings, the fire protection of steel lintels may consist of 
metal lath, well secured and covered with one inch of cement plaster. 
All such openings under six feet wide shall have lintels of reinforced 
concrete or steel, provided that wood lintels may be used on the inside 
of the wall. 

SEC. 1007. STAIRWAY ENCLOSURES 

1007.1 When Required. 

a. In every building exceeding 30 feet to the floor of the topmost 
story or occupied by more than forty persons above or below the first 
story above grade and in multiple dwellings more than two stories 
high, interior stairways, including hallways connecting them to the 
doorway leading to the outside, shall be enclosed with a partition con- 
struction of incombustible materials having a fire resistive rating of not 
less than two hours. 

b. In all other buildings, except single-family and two-family 
dwellings, interior stairways which are not enclosed in partitions as 
prescribed in the preceding paragraph, shall be enclosed in partitions of 
wood studs firestopped at every floor with incombustible material and 
covered on both sides with expanded metal lath and cement mortar 
or gypsum mortar not less than three-fourths of an inch in thickness or 
of other construction having a fire resistive rating of not less than one 
hour. 

c. Nothing in this section shall require the enclosure of a stairway 
which does not serve as a required exit and does not connect more 
than two stories. 

1007.2 Openings. Doorways in required stair enclosures shall be 
equipped with approved self-closing fire doors, except that when two- 
hour partitions are not required for the enclosure, substantial self- 
closing metal or metal covered doors or wood doors of the flush type 
of nominal thickness of one and three-eighths inches may be used. 

1007.3 Basement Stairs. Except in single-family or 'two-family 
dwellings, no stair leading up from a basement or cellar shall be placed 
under a stairway leading from an upper story, unless such stair and 
stairway are enclosed within the basement or cellar by a two-hour par- 
tition, and with an unbroken ceiling construction, having a fire resistive 
rating of not less than one hour, on the soffit of the flight through the 
lowest story of the stairway from above. 

SEC. 1008. SHAFT ENCLOSURES 

1008.1 When Required. All shaftways through two or more suc- 
cessive floors, or floors and roof, hereafter constructed in a building, 
used for ventilation, light, elevator or other purpose, except stairways, 
ducts, incinerator chutes and flues, and shaftways in residence build- 
ings of ordinary masonry construction extending from the ceiling of the 
top story to and above the roof, shall be enclosed to constitute a shaft. 

1008.2 Construction. The walls of shafts, unless constructed of 
masonry or reinforced concrete, shall be partitions of incombustible 
materials' having a fire resistive rating of not less than two hours, 
provided that the walls of shafts in residence buildings of ordinary 
masonry construction may be of a construction having a fire resistive 
rating of not less than one hour. 

1008.3 Openings. Shafts shall have no openings other than such as 
are necessary for the purpose of the shaftway. Such openings shall be 
protected with approved fire doors, approved fire shutters or approved 
fire windows. 

1008.4 Enclosure at Top. Every shaft extending into the top story 
of a building of heavy timber or ordinary masonry construction shall be 
carried through and not less than three feet above the roof. Every 
shaft extending above the roof, except open shafts, shall be covered at # 
the top with a skylight or a sidelight of at least three-fourths of the 
area of the shaftway in the top story. Every skylight in which plain 
glass is used shall be protected by a substantial wire screen placed 
above it and wire screen suspended underneath. A shaft that does not 
extend into the top story shall have the top enclosed with a construc- 
tion having a fire resistive rating of not less than two hours. 

1008.5 Enclosure at Bottom. A shaft that does not extend to the 
bottom of the building shall be enclosed at its lowest point with a floor 
construction of the same type as that required for the lowest floor 
to or through which it passes, provided that, in any case, it shall have 
a fire resistive rating of not less than one hour. 

SEC. 1009. FIRESTOPPING 

1009.1 General. All buildings hereafter erected shall have all con- 
cealed draft openings firestopped with incombustible material to form an 
effectual fire barrier between stories, and between the upper story and 
roof space, provided that in single-family dwellings, concealed draft 
openings may be firestopped with wood blocks cut in solidly or by 
other approved methods. 

1009.2 Pipes, Belts and Shafting. Openings around exposed pipes 
or power shafting shall be filled with incombustible material, or shall be 
closed off by close-fitting metal caps at the ceiling and floor line or on 
each side of the wall. Openings for belts shall be provided with ap- 
proved slotted doors, or be otherwise closed off. Belts shall not pass 
through firewalls. 

1009.3 Cornices. Continuous exterior cornices built of wood or 
having wood frames shall be firestopped between each building and at 
maximum intervals of twenty feet. If such cornices are non-continu- 
ous, they shall be built with closed ends and separated at least four 
inches. 

1009.4 Inspection. No firestopping shall be covered or concealed 
from view until inspected and approved by the Building Inspector. 

ARTICLE XI 
CHIMNEYS AND HEATING APPLIANCES 
SEC. 1100. CHIMNEYS 
1100.1 Construction. 

a. Chimneys hereafter erected shall be built of reinforced concrete, 
brick, or of other approved masonry, not less than eight inches thick; 
provided that for stone -masonry other than sawed or dressed stone 
in courses, properly bonded and tied with metal anchors, the thickness 
shall be not less than twelve inches; and provided that in single-family 
or two-family dwellings, the thickness of chimneys used exclusively 
for ordinary stoves, ranges, furnaces or open fireplaces may be re- 
duced to not less than three and three-quarters inches for brick or solid 
concrete and to not less than ten inches for stone. 

b. Chimneys shall be built upon concrete or solid masonry founda- 
tions. The footing of an exterior chimney shall start below the frost 
line. 

c. No chimney shall be corbelled from a masonry wall more than 
six inches nor from a wall less than twelve inches thick. 

d. Chimneys shall extend at least three feet above the highest point 
at which they come in contact with a roof of the building and at least 
two feet higher than the highest portion of the roof within ten feet of 
the chimney, provided that a chimney need not extend more "than two 
feet above the ridge of a pitched roof . 

e. Chimneys shall be properly capped with terra cotta, stone, cast 
iron or other approved incombustible, weatherproof material. 

1100.2 Flue Linings. 

a. Every flue shall have a flue lining of burned fire clay flue lining 
hot less than five-eighths of ah inch thick, fire brick or approved per- 
forated radial chimney brick. 

b. Flue linings shall be built in as the chimney construction is 
carried up, carefully bedded oneon the other in mortar with close-fitting 
Joints left smooth on the inside. AH spaces between; the masonry and 
lining shallbe thoroughly filled with mortar. Cracked, broken or other- ~ 
wise defective flue lining shall not be used in a chimney. 

JCkv Flue linings shall start at least four inches below the bottom of 
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d. When two or more flues are contained in the same chimney, the 
flue linings shall be separated by a withe of cement grouting at least 
one inch thick or by a division wall of brick or concrete at least three 
and three-quarters inches thick. Flues intended for heating furnaces 
or boiler connections shall be separated from other flues by a division 
wall of at least three and three-quarters inches thick. In party walls, 
flue linings of one building shall be separated from those of the adjoin- 
ing building by at least eight inches of masonry. 

1100.3 Smoke Test.. The Building Inspector may require a smoke 
test of a chimney after the mortar has thoroughly hardened. Should the 
test indicate openings, they shall be made tight before making use of 
the chimney. 

SEC. 1101. FIREPLACES 

a. The backs and sides of fireplaces hereafter erected shall be of 
approved masonry or reinforced concrete, not less than eight inches in 
thickness. A lining of fire brick or other approved material at least 
two inches thick shall be provided unless the thickness is twelve inches. 

b. Fireplaces shall have hearths of brick, stone, tile or other ap- 
proved incombustible material supported by trimmer arches of masonry, 
concrete or iron. Such hearths and trimmer arches shall extend at 
least twelve inches outside of the chimney breast and not less than nine 
inches beyond each side of the fireplace opening along the chimney 
breast. 

c. Wood centers used in the construction of that part of the sup- 
porting arch which is below the hearth of the fireplace inside of the 
chimney breast, shall be removed when the construction of the arch 
is completed and before plastering on the underside. 

d. No wood mantel or other woodwork shall be placed within 
five inches of the top or side of a fireplace opening. 

SEC. 1102. METAL SMOKESTACKS 

1102.1 Construction. Metal smokestacks shall be securely supported 
and all materials entering into their construction or serving as support 
shall be stressed within the working stresses fixed by this ordinance. 
The metal work shall be riveted or welded and of approved thickness. 
All metal work shall be painted. Cleanout openings shall be provided 
at the base of every such stack. All metal smoke stacks used for high 
temperatures shall extend to a height of not less than 10 feet above 
the highest point of any roof within 25 feet. 

1102.2 Exterior Stacks. Every metal smokestack, or part thereof, 
hereafter erected on the exterior of a building shall be braced to the 
building at least every 20 feet and shall have a clearance from the 
wall of not less than 24 inches if the wall is of wood frame construction, 
and of not less than four inches if the wall is of any other type of con- 
struction; provided that such clearances may be reduced by the Build- 
ing Inspector if approved insulation is used. 

1102.3 Interior Stacks. Every metal smokestack, or part thereof, 
hereafter erected within a building other than a one-story building, 
shall be enclosed above the story in which the appliance served thereby 
is located, in walls of approved masonry with a ventilated air space be- 
tween the enclosing walls and the stack. Where such a stack passes 
through a roof constructed of combustible materials, it shall be guarded 
by a galvanized iron ventilating thimble extending not less than nine 
inches above and below such roof construction and providing a clear- 
ance on all sides of the stack'of not less than twelve inches. 

SEC. 1103. SMOKE PIPES 

a. Smoke pipes shall enter the side of chimneys through a fire 
clay or metal thimble or flue-ring of masonry. No smoke pipe shall 
pass through a floor, nor through a roof unless such roof is constructed 
of incombustible materials. 

b. The clear distance between a smoke pipe and combustible 
material or construction, including plaster on combustible base, shall 
be not. less than eighteen inches, provided that such clearance may be 
reduced to nine inches when such smoke pipes are protected with not 
less than one inch of asbestos or in some other approved manner, or 
when such combustible material or construction is protected by sheet 
metal or equivalent covering placed at least one inch from the surface 
to be protected and extending the full length of the smoke pipe and 
not less than one-half the diameter of the pipe beyond it on both sides. 

SEC. 1104. STOVES AND RANGES 

1104.1 Mounting. Cooking stoves, laundry stoves and heating 
stoves, other than gas and electric ranges, hereafter installed shall be 
set on hearth supported by masonry trimmer arches extending not 
less than six inches on all sides beyond such appliances, provided that 
such appliances with legs that provide an open space of not less than 
four inches below the bottom of the appliance may be set on sheet metal 
or other approved incombustible material. 

1104.2 Clearances. No such appliance shall be placed within 
twelve inches of a wood stud partition, a wood-furred wall or com- 
bustible material, provided that such clearance may be reduced to 
not less than six inches if the appliance is properly protected by a shield 
of metal or other approved incombustible material. 

SEC. 1105. OIL BURNING EQUIPMENT 

1105.1 General. The words "oil burning equipment" shall mean 
any device designed and arranged for the purpose of burning or pre- 
paring to burn fuel, range or other oils and all equipment connected 
thereto including internal and external supply or storage tanks, piping, 
wiring and all accessories. 

1105.2 Regulations. The installation, erection, enlargement or re- 
pairing of oil burning equipment and the storage and use of fuel, range 
or other oils in connection therewith shall be subject to the inspection 
and approval of the Building Inspector and shall conform to the "Regu- 
lations of the National Board of Fire Underwriters for the Installation 
of Oil Burning Equipments" as recommended by the National Fire 
Protection Association, effective April 1, 1934. 

SEC. 1 106. AIR CONDITIONING AND WARM AIR 
HEATING SYSTEMS 

1106.1 General. The regulations of this section shall apply to air 
duct systems such as are used for heating, ventilating or cooling or any 
combination of these functions. 

1106.2 Regulations; The installation, erection, enlargement or 
repairing of air duct systems shall be subject to the. inspection and 
approval of the Building Inspector and shall conform to the "Regula- 
tions of the National Board of Fire Underwriters for the Installation 
of Air Conditioning, Warm Air Heating, Air Cooling and Ventilating 
Systems" as recommended by the National Fire Protection Associa- 
tion and dated August 1, 1939. 

ARTICLE XII 
PRECAUTIONS DURING BUILDING OPERATIONS 
SEC. 1200. STORAGE OF MATERIALS 

1200.1 Within Building. Materials or equipment needed in a 
building operation shall be so placed that they will not load any part 
of the construction in excess or the weights for which it was designed, 
nor interfere with the Safe prosecution of the work. 

1200.2 Outside Building. Materials or equipment needed in a 
building operation shall hot be stored within street lines except by 
special permission of the Highway Department and of the Building 
Inspector and under such conditions as they may impose, 

• SEC. 1201. PROTECTION OF PUBLIC AND WORKMEN 

1201.1 Sidewalk She^s. Whenever, in the opinion of the Building 

Inspector the erection and maintenance of a sidewalk shed is necessary 

for the protection of the public during the erection or demolition of a 

building; the owner or the person doing or causing such work to be 

^ dpne shall erect and maintain during such: Work a substantial -side* 
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1201.2 'Scaffolds. All scaffolds shall be so constructed and sup- 
ported and of sufficient width as to insure the safety of persons working 
thereon or passing under or near them. 

SEC. 1202. DISPOSAL OF WASTE 

1202.1 General. Waste material and rubbish shall not be stored 
or allowed to accumulate within the building or in the immediate vici- 
nity, but shall be disposed of or removed from the premises as rapidly 
as possible. Dry materials or rubbish shall be wetted down, if neces- 
sary, to lay dust or prevent being blown about. 

1202.2 Within Fire Limits. Within the fire limits, combustible 
waste and rubbish shall not be disposed of by burning on the premises 
or in the immediate vicinity but shall be removed from the premises 
daily. 

SEC. 1203. ADJOINING SKYLIGHTS AND ROOFS 

When a building is to be carried above the roof of an adjoining 
building, protection for the skylights and roof of such adjoining build- 
ing shall be provided by the person constructing or causing the con- 
- struction. provided that if the owner, lessee or tenant of the adjoining 
building should refuse permission to have the roofs and skylights pro- 
tected, the responsibility for necessary protection shall devolve upon 
the person refusing this permission. 

SEC. 1204. SANITATION 

1204.1 Toilets. Until permanent provision is made, suitable and 
adequate temporary toilet facilities shall be provided during the erec- 
tion, alteration or repair of a building. 

1204.2 Water. An adequate supply of pure, cool drinking water 
shall be provided for workers during hours of employment. 

ARTICLE XIII 
DISPLAY SIGNS 
SEC. 1300. APPLICATION OF ARTICLE 

1300.1 General. 

a. The provisions of this article shall apply to all display signs 
subject to the express exceptions of this section. 

b. For the purposes of this article, a display sign shall mean a struc- 
ture that is arranged, intended, designed or used as an advertisement, 
announcement or direction, and includes signs, screens and similar 
advertising devices. 

1300.2 New Display Signs. No .display sign shall hereafter be 
erected or attached to. suspended from or supported on a building or 
structure except in accordance with the requirements of this article. 

1300.3 Existing Display Signs. Nothing in this article shall re- 
quire the removal or discontinuance of a legally existing display sign 
that is not altered, rebuilt, enlarged, extended or relocated. 

1300.4 Alterations. No display sign shall hereafter be altered, re- 
built, enlarged, extended or relocated except in accordance with the 
requirements of this article, provided that the changing of movable 
parts of signs that are designed for changes, or the repainting of dis- 
play matter shall not be deemed to be alterations or rebuilding within 
the meaning of this section. 

1300.5 Exceptions. The provisions of this article shall not apply to 
those signs for which express provision is made within Residence Dis- 
tricts in the Narberth Zoning Ordinance, nor to such signs within 
whatever Zoning District they may be located; such provisions shall 
not apply to wall signs not exceeding two square feet in area, nor to 
street signs and signs for traffic control erected by the Borough or other 
Governmental unit. 

SEC. 1301. PERMITS 

No display sign shall hereafter be erected or attached to, suspended 
from or supported on a building or structure, and no display sign shall 
hereafter be altered, rebuilt, enlarged, extended or relocated, until a 
permit for the same shall have been obtained. Applications for such 
permits shall be made in writing to the Building Inspector and shall 
present full particulars as to size, shape, material, supports, location, and 
"height above the sidewalk, together with the written consent of the 
owner of the property on which the sign is to be located. 

SEC. 1302. CONSTRUCTION 

1302.1 Wall Signs. Display signs placed against the exterior walls 
of buildings shall not extend more than ten inches outside the wall sur- 
face. Such signs shall not exceed 40 square feet in area. They shall 
not extend beyond the ends of the wall surface on which they are placed 
nor above the top of such wall. 

1302.2 Projecting Signs. Display signs fastened to. suspended from 
or supported by a building or structure so as to project therefrom at an 
angle shall not extend beyond the street line. Such signs shall not 
exceed 40 square feet in area. 

1302.3 Billboards. Display signs such as billboards shall not be 
permitted. 

1302.4 Roof Signs. No display sign shall be erected above any 
building or structure. 

1302.5 Location. No display sign and no braces or chains supporting 
or staying such sign shall be so placed as to obstruct or interfere with a 
required window, doorway, fire escape or other required means of 
light, ventilation or. egress. On a corner lot. no display sign shall be 
so located as to cause danger to traffic by obscuring the view. 

1302.6 Stability. Display signs shall be so constructed that they 
will withstand a wind pressure of at least 30 pounds per square foot of 
surface and will be otherwise structurally safe. Such signs shall be 
securely anchored or otherwise fastened, suspended or supported so 
that they will not be a menace to persons or property. 

ARTICLE XIV 

VALIDITY AND REPEALS 

SEC 1400. VALIDITY 

Should any section or provision of this ordinance be declared by a 
court of competent jurisdiction to be invalid, such decision shall not 
affect the validity of the ordinance as a whole, or of any other part 
thereof. 

SEC. 1401. REPEALS 

The following ordinances are hereby repealed: 

No. 105, an ordinance regulating the erection, construction, build- 
ing, alteration, addition to, rebuilding, repairing and essentially changing 
of buildings, and the issue of building permits, approved May 8, 1905. 

No. 227, an ordinance establishing fire limits, etc.. known as "The 
General Building Code of the Borough of Narberth", approved Sep- 
tember 10, 1923, and all amendments thereof and supplements thereto; 
No. 348, an ordinance governing the installation, alteration, enlarge- 
ment, replacement and repairing of oil burning equipment, etc., ap- 
proved June 10, 1940; No. 216, an ordinance to regulate the construc- 
tion of garaaes, etc., approved January 8, 1923; Sections 2 and 3 of 
Ordinance No. 327, an ordinance declaring the installation, erection, 
maintenance and use of traps, etc., approved October 10, 1938; and 
all other ordinances and parts of ordinances inconsistent herewith; 

Provided, however, that such repeal shall not prevent the prosecu- 
tion to final judgment and execution of any action pending at the date 
when this ordinance shall become effective for violation of any ordin- 
ances heretofore in force, nor the commencement or prosecution to final 
judgment ahd execution of any action for violation of any such ordin- 
ances heretofore committed. 



Passed this 13th day of April, 1942. 

Attest: 

Ruth W. Grace, 

Secretary of Council 



Roland Fleer, 

President of Council 



Approved this 16th day of April, 1942. 

.^;^,_,_ ,,__ ._ ..,. ; . .,_ __ ...... Richard L. Miller, 
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MAY 28, 1942 = 

Margaret Taylor 
Wed Saturday In 
Nar berth Rites 

J. C. Taylors' Daughter 
Is Bride of Donald 
Hull Reed 

The marriage of Miss Margaret 
Elsie Taylor, daughter of Mr. and 
Mrs. Joseph C. Taylor, 331 Merlon 
av.. Narberth, and Mr. Donald Hull 
Reed, son of Mr. and Mrs. Hftrry 
A. Reed, 113 Llanfair rd., Ard- 
more, took place Saturday after- 
noon in the Narberth Presbyterian 
Church. The Rev. Bryant M. Kirk- 
land, pastor of the church, per- 
formed Die cermony. which was 
followed by a reception at the Bala 
Golf Club. 

The bride, who was given in 
marriage by her father, wore a 
gown of ivory marquisette over 
satin and a double veil held by a 
coronet of orange blossoms and 
extending over the long train of 
her gown. Her bouquet was of white 
roses, larkspur and gardenias. 

She was. attended by Miss Jean 
L. Woehling. Norristown. as maid 
of honor, and Miss Betty M. Ken- 
nedy. Narberth. and Miss Helen I. 
Hartel. Merion. bridesmaids. All 
were gowned alike in full-skirted 
models of net with lace inserts at 
the waist and all wore short veils, 
to match their gowns, held in 
place by coronets of flowers. Miss 
Woehlin? was in dusty pink and 
the others in blue. 

Mr. Karl neea was best man for 
his brother, and the ushers in- 
cluded Messrs. Robert Reed, an- 
other brother of the bridegroom; 
Henry T. Price, Torrence Cham- 
bers and H. Bertram Taylor, 
brother of the bride. W. Edward 
Knickman. 3d. of Annapolis, Md.. 
was ringbearer. 

Mrs. Taylor, mother of the 
bride, chase a gown of dusty rose 
chiffon with which she wore a 
small hat and a corsage of orchids, 
while Mrs. Reed was gowned in 
• blue with a small flower trimmed 
hat and a corsage of mixed flow- 
ers. 

After a wedding trip. Mr. and 
Mrs. Reed will live at the Sabine 
Apartments. Narberth. 
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JEPTHA ABBOTT D.A.R. 
PLANS REGENT'S TEA 

The annual regent's tea and 
meeting of the Jeptha Abbott Chap- 
ter, D.A.R. , will be held June 1. 
at 3 p. m., at the home of the 
regent, Mrs. Ray P. Farrington, 111 
Edgehill rd., Bala-Cynwyd. 

Election of delegates to the State 
Conference in October will be held. 

, Hostesses will be the regent, Mrs. 

if. •parrington, and members, of the 

feboafd. 



Mr. and Mrs. Daniel A. Newhall 
and Miss Maxy A. Newhall, of Nar- 
berth, are among the guests at the 
wedding of Miss Susan Sturgis 
Strong, of Dover, Mass., and Mr. 
Thomas B. A. Godfrey, son of Mr. 
and Mrs. Willinm S. Godfrey, of 
Ardmore, which takes place this 
Thursday afternoon in Dedham, 
Mass. 

* * * 

Mr. and Mrs. Frederick B. Huf- 
nagel, Jr., of Narberth. will en- 
tertain at a breakfast on June 7 
in honor of Miss Frances T. Pew 
and Ensign George Browne Black, 
whose marriage will take place later 
in the month. 

* * * 

Mr. and Mrs. Frank H. Kennedy, 
of Narberth, announce the engage- 
ment of their daughter, Miss Betty 
M. Kennedy, and Ensign Peirce A. 
Hammond. Jr., UB.N.R. son of Mr. 
and Mrs. Hammond, Philadelphia. 

The wedding will take place on 
June 13 in the Narberth Presby- 
terian Church 

* * * 

Mrs. Harold C. Fenno, 600 Es- 
sex a v.. Narberth. will entertain the 
retiring members of the board of 
the Dr. Benjamin Rush Chapter of 
the Daughters of the American 
Revolution at a luncheon at her 
home early in June. 

* * * 

Miss Betty Grace, daughter of 
Mrs Car) D. Grace, 200 S. Narberth 
av.. Narberth, entertained at lun- 
cheon and bridge last Saturday in 
honor of Miss Marian Meyer, ol 
Wynnewood. The guests included 
the Misses Doris Yocum, Jane Sch- 
wartz, Lillian McKee and Joan 
Deal, of Cynwyd; Mrs. Harry E. 
Bennett. Miss Sue Wilson and Miss 
Mary Young, of Narberth; Mrs. 
Robert C. Collins. Jr., of Overbrook, 
and Miss Carol LeMatire, of Haver- 
ford. 

* * * 

Mr. and Mrs. James C. Shea. 101 
Dudley av., Narberth, announce the 
birth of a son. James Hirst Shea, 
on May 21 at Lying-in Hospital. 

* * * 

Mrs. E. J. Pollock, 114 Avon rd.. 
Narberth. entertained officers and 
board members of the Junior Wom- 
en's Community Club of Narberth 
at dinner at her home on Monday- 
evening. Her guests included the 
new president. Mrs. John E. Flynn; 
the retiring president, Mrs. S. 
Hulme Brown, Jr.; Mrs. William E. 
Clear, Jr., Mrs. E. N. Merkel, Jr.. 
Mrs. Horace Sheneman, Mrs. Fred- 
erick M Robb, Jr., Mrs. A. M. Bot- 
toms. Mrs. Robert Sigel, Mrs. Rob- 
ert Leitch and Miss Jean Staples 
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D. A. R. Installs 

New Officers at 
Closing Luncheon 

Mrs. Verna Woodcock 
Is New Regent Of 
Dr. Rush Chapter 

The last meeting of the year of 
the Dr. Benjamin Rush Chapter, 
D.A.R., Narberth, was held Monday 
at the home of the newly elected 
regent, Mrs. Verna Woodcock, 310 
Cherry lane, Wynnewood. It was 
a 1 o'clock luncheon. Mrs. Wood- 
cock was assisted by her daughter, 
Mrs. John McCrery, Mrs. John L. 
Miller, Mrs. Caryl Starr, Mrs. Ches- 
ter McKipben, Mrs. Edwin Whiting 
and Mrs. Carl L. Wells. 

Thirty-five members were present, 
and the following special guests: 
Mrs. Henry A. Frye, Narberth; Mrs. 
Joseph McGowin, Wynnewood; Mrs 
Eugene Place, New York City, for- 
mer member and resident of 
Wynnewood, and Mrs. Carl Thay 
sen, Cynwyd. 

At the close of the luncheon, Mrs. 
J. Miller presented Mrs. Harold C 
Fenno, retiring regent, with a- paii 
of silver candlesticks on behalf oi 
the chapter. Mrs. Woodcock, in- 
coming regent, was presented with 
a leather press book by the mem 
bers. 

The meeting opened with the 
playing of the national anthem. 
Mrs. H. C. Fenno welcomed Mrs. H. 
C. Cook, of Cynwyd, as a new mem- 
ber. Annual reports of officers and 
chairmen followed. 

Delegates and alternates, who will 
attend the State Conference in 
York, on October 13, are: Mrs. Ver- 
na Woodcock, regent; Mrs. Robert 
Dothard, Mrs. T. C. Deer, Jr., Mrs. 
George Powell, Mrs. J. Miller, Mrs. 
Eugene Hoskins, Mrs. R. C. Alexan- 
der, Mrs. C. C. McKibben, Mrs. Jos- 
eph Miller, Mrs. Joseph Baker, Mrs. 
H. M. Ellsworth and Mrs. Caryl 
Starr. 

The retiring chaplain, Mrs. Hugh 
Martin, conducted the installation 
ceremony of the new officers. Mrs. 
George Oakley, new chaplain, in- 
stalled the new directors. The re- 
tiring regent, Mrs. Fenno, was pre- 
sented the ex-regent's pin by past 
regent Mrs. J. Nash, and then, in 
turn, Mrs. Woodcock was presented 
with the chapter's regent pin by 
Mrs. Fenno. 

The meeting closed with the 
singing of "God Bless America." 
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IhROUGHOUT the western hemisphere today, in the United 
States and in Mexico, and in South America, you will find many of the 
greatest European writers of our times. Lion Feuchtwanger, Thomas and 

Heinrich Mann, Maurice Maeterlinck, Anna 
Seghers, Jules Remains — these are only a 
few. By no means the least of this illustri- 
ous company is the great Austrian writer, 
Fran? Werfel, author of "Forty Days of 
Musa Dagh" and other notable novels. 

It was just about two years ago that the 
British radio mistakenly announced that 
Werfel had been murdered by the Nazis. 
Hitler was overrunning France, and Werfel 
was one of the more important anti-fascists 
living there whom the Gestapo wanted. 
Now we know that in those fateful weeks 
when Werfel was thought lost, he was in 
hiding, in Lourdes, thirty kilometers away 
from the Spanish border. As he says, he never knew when he woke up 
in the morning whether he was a free man or a prisoner condemned to 
death. 

Eventually Werfel made his way to the United States. But he did no* 
forget the vow he had taken at Lourdes — that if he ever escaped from 
this desperate situation he would write a novel about the peasant girl 
Berna'dette Soubirous who had made the name of Lourdes famous. 

This novel is "The Song of Bernadette,*' which the Book-of-the-Month 
Club has selected as its June book, and which critics everywhere are 
praising for its power and its beauty. 

"I have dared to sing the song of Bernadette, although I am not a 

Catholic but a Jew," Werfel writes in his preface. "And 1 drew courage 

for this understanding' from a far older vow of mine. Even in the days 

when I wrote my first verses I vowed that I would ever more and every- 

. where in all I wrote magnify the divine mystery and holiness of man." 

» » » 

If you like Chinese food, you may be interested to know that practi- 
cally all the Chinese dishes served in 
the United States have their origin in 
a single city, Canton. We learned this 
from Helena Kuo, the beautiful young 
Chinese author of "I've Come a Long 
Way," an autobiography. In fact, 
there's an old saying in China, accord- 
ing to Miss Kuo: "If you want food, 
go to Canton. If you want girls, go to 
Suchow. If you want to die, go to 
Liuchow." Suchow has the most beau- 
tiful girls in China, Miss Kuo explained; 
Canton has the best cooks; and Liu- 
chow has the best wood for coffins. 

. ■» » * 
John Marquand's stories about Mr. Moto, the Japanese spy, are >o 
'309pnr.mK.ttoh>' widely known in magatjjie serial, novel, i 

and movie form tJwt American troops ' 
refer to the Japanese, and particularly to 1 
Japanese planes, at ■'Mr. Mp^" M«-} 
quand wrote his popular Mr. Mot» 
stories, between times, while he Wat 
throwing off such serious -—and highly 
efltertaimng-— noveja a» Mi Pulitzer • 
Prize wipiwr, "The ^ I#te^«a>p!ey^ 
and lu> Book-of-the;Mo*«h Club selec- ■ 
tion, "rt i&: Pulham, E*W»/' j 
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"DUMBO" 

Walt Disney's endearing little 
elephant will appear on the screen 
at the Egyptian The .it re, Bala- 
Cynwyd, this Thursday, Friday 
and Saturday. 



PENN VALLEY CLUB 
CANCELS ANNUAL SHOW 

The Penn Valley Garden Club 
has cancelled its Spring Flower 
Show, scheduled for June 3, due to 
curtailed transportation, it was an- 
nounced this week. 

The club's executive board will 
meet on June 5 at 2:30 p. m. at 
the home of Mrs. H. O. West, 903 
Bryn Mawr av., Penn V iiley. 



Narberth Jrs.' 
New Officers 
To Be Installed 

Club's Annual Banquet 
Scheduled for Next 
Wednesday Evening 

The annual banquet of the Jun 
lor Women's Community Club of 
Narberth will be held on Wednes- 
day at the General Wayne Inn, 
Montgomery av., N.Vrberth. 

Mrs. John E. Flynn will be in- 
ducted as president of the club, to 
succeed Mrs. S. Hulrne Brown, Jr. 
She is resigning from the club's 
board of directors to accept the 
new position. 

Mrs. Flynn has just returned 
from a month's trip to Canada 
where she staged puppet shows in 
the schools of Toronto and Lon- 
don. Ontario, to demonstrate prin- 
ciples of good health to the school 
children. 

The wife of John E. Flynn. 
prominent young Montgomery 
County attorney. Mrs. Flynn has 
for many years been actively asso- 
ciated with the Narberth Players 
both as an actress and as a di- 
rector. 

Other officers of the Junior 
Club who will be installed on Wed- 
nesday are Mrs. Harry E. Bennett, 
first vice president; Mrs. H. Bert- 
ram Taylor, corresponding secre- 
tary, and Mrs. Robert Leitch, di- 
rt c tor. 

A short business meeting after 
the banquet will be followed by an 
evening of bridge. 

Britons' Favorite Meats 

In normal times England spent 
more on pork and bacon than on any 
other kind of meat. 



Red Cross Lists 
Benefit Card Party 

A card party will be held at the 
headquarters of the American Red 
Cross in Bala-CynwyG on June 5 
at 8 p. m. for the benefit of tnt- 
Canteen Fund. 

The local Red Cress is anxious to 
equip the canteen to meet any em- 
ergency and is urging community 
support for this benefit affair. 

Chairman of the party is Mrs. 
Harold Austin. Tickets may be ob- 
tained at the headquarters. Re- 
freshments will be served. 



Lesson-Sermon Topic 

"Ancient and Modern Necro 
mancy, Alias Mesmerism and Hyp 
notism, Denounced" is the lesson- 
sermon in all churches of Christ. 
Scientist; on Sunday. May 31. The 
Golden Text is: "The idols have 
spoken vanity, and the diviners 
have seen a lie, and have told false 
dreams; they comfort in vain" 
(Zechariah 10:2). 



DELEGATES TO ATTEND 
GOP CONFERENCE THURS. 

Dele?aUes from the Lower Merion- 
Narberth Council of Republican 
Women will attend the Regional 
Conference of the Southeastern 
District of Pennsylvania Council of 
Republiciui Women at the Belle vue- 
Stratford Hotel, Philadelphia, next 
Thursday. 

Mrs. E. H. Cockrill. Narberth, has 
been appointed chairman of reser- 
vation f*T the local council; Mrs. 
Benjamin Strawbridge, Overbrook 
Hills, wilt be its representative on 
the registration committee, and 
Mrs. Hele-n G. Greenwood, Wynne- 
wood, will serve on the publicity 
committee. 



Opera Receipts tireater 

The legitimate theater and opera 
take in more money than baseball, 
our great American game. 




FOR FINE MEATS 
CALL NARBERTH 3668 

J. J. WHITESIDE 

FOOD MARKET 



Frank J. Pollack 
Dies Suddenly 

Lower Merion Fire 
Marshal Was Taken 
III Monday Night 

Frank J. Pollack, Fire Marshal 
of Lower Merion Township, died 
Wednesday afternoon at Bryn Maws. 
Hospital, after an Illness of only 
two days. He was 49. 

Returning to the Lower Merion 
police station in Ardmore, on Mon- 
day night from a meeting where 
he had been speaking on the han- 
dling of incendiary bombs, Pollack 
called in over his two-way radio 
that he was seriously ill and asked 
to be met when he drove into the 
yard. 

As he brought the car to a stop, 
he collapsed over the wheel. Rushed 
to the hospital, it was found he had 
suffered a cerebral hemorrhage. 

Pollack joined the Lower Merlon 
force in 1920, serving first as a 
patrolman and later In the detec- 
tive bureau. He was appointed) 
Fire Marshal five years ago. His; 
home was on Crawford Hill rd., 
West Conshohocken. 

Surviving are his wife, Mrs. Clara 
Pollack, a daughter Ruth and three 
sons, Jack, Joseph and Maxwell. 

Montdel 

(Continued from Page One) 

field of the latter. St. Laurence 
will start the defense of its league 
crown against Sacred Heart at 
Manoa, while St. Margaret's resume 
a. neighborhood rivalry when it 
tangles with St. Colmans on' the 
Ardmore playfleld. St. Thomas will 
make its debut in the circuit, play- 
ing Annunciation of Brookline, on 
the home field. 

Sacred Heart and St. Denis, who 
met In. the preliminary playoff 
series last year, resume their riv- 
alry on Thursday at Ardmore, 
while St. Laurence will play host 
to St. Thomas at Upper Dar% 
High School. Good Counsel plays 
St. Margarets at Narberth and St 
Colmans meets Annunciation at 
Brookline in the other games card- 
ed for Thursday. 





THEATRE* BALA-CYNWYD 



i ) t ' i * 

THtJR., FRI.." SAT;, MXTilSBS, 
■;.■-.■ MAT 28-46-80 . •,' 

Walt Disney's r'DPMBO" 
" SAT;. NIGHT; PUN., VON., 
, MAY 8ft-»l-JUKB 1 

"JOB SMITH, AMERICAN" 
Robert Young - Marsha Hunt 
TUBS., WED.. JUNE 2-3 
(Tuesday, War Bond Night) 
<"SO OB OR NOT TO BB" 
jark. Benny '-:.■ Carole . Lombard 
' BesftsHna;; THURS., JUWB 4 
"THB ^COIIRTSHII' OV ANDY 

'.-•, tIABUY" :'."'..'''■ 

'. ; Lewis Stone '-■' Mickey Booney , 

Ann- Rothertoed -. Donna Rwl 



SLIP CO VERS — CUSTOM-MADE 



I LARGE ASSORTMENT 
• QUALITY MATERIALS 




Slip Cover & Drapery 
MATERIALS 
By the Yard 



HOBSON & CO. 



105 NORTH NARBERTH AVENUE 



Narberth 2340 



It's Time All Good Little 
Furs Were in Storage 

Our Vault Is Ready 

to receive your fur coat into its safe, con- 
trolled temperature — to protect it dur- 
ing warm, dangerous days from dampness. 
fire and theft. Your coat is FULLY in- 
sured at the rate of T-. of your valuation. 
Call Cynwyd 0928 or Narberth 2602 
for prompt service. 

VITA-PELT 



THE PERFECT FUR CLEANING PROCESS 




ADELIZZI BROTHERS 



TAILORS .:. CLEANERS .:. FURRIERS .:. DYERS 

102 FORREST AVE., NARBERTH .:. 228 BALA AVE., CYNWYD 





WE Kf EP RECORDS, TOO 

Every prescription filled here 
is recorded, for your protection. 
Depenaahility is guaranteed 
when you order drug supplies. 

SHEA'S 

AT HARBERTH STATION 

Narberth 2838-2839 



NOT THE WASHER WOMAN TYPE 




She looks radiantly 
lovely evenings be- 
cause her wash day 
consis-ts of merely 
phonirtg Ardmore 
4400 for St. Mary's 
Service. No tired 
backaches, no head- 
aches, no heavy lines 
on her face or under 
her eyes — she finds 
St's cheaper fo pro- 
tect lier health and 
beauty by having us 
do +li« wash. Safe- 
guard YOUR youth 
and energy. 



~~ JUST CALL ARDMORE 4400 
WHEN YOU WANT WORK DONE WELL 

"KNOW WHERE YOUR LAUNDRY GOES" 

ST. MARY'S LAUNDRY 

"A CERTIFIED LAUND RY" 
AR DM ORE 





A WEEKLY GUIDE to Lectures. Exhibi- 
tions, Theatres, Sports, Music, Motion 
Pictures, Restaurants, and Cafes. 



SPORTS 



HnselHlU — Athlcll's vs. Rnstnn. May i:l 
(niBlit pnifi ami May So < . I. .nl.l .-- 1. .■ n tl - 
.Mi. Shibo I'aik, Ulsl uml Lehttfli. r.Tc to 
$1.71. 

Ilui-Hp Show — Devon Phow and Country 
Pair, Povon. I'n.. liny .-'". t» 30 affi- 
nnon and Pvonlng. Benefit Bryn Mawr 
Hospital. J1.00. 



Fussy about 
your Food? 




STOP IN AT THI / JT 

SUBURBAN 



and Cocktail Lounge 

Main Concoune 
P. B. A. Suburban Station 

You'll thoroughly enjoy our care- 
fully selected food, skillfully pre- ■ 
pared from the finest recipes. 
Lnncb from S5c-Dtaner from 85c 
Cocktail T*ime— 3 to 6 PM. 



LITTLE THEATRE 



Hedgerow Theatre, Moylan, Pa.— Rep- 
ertory Wednesday through Saturday. 
Curtain at 8.30 sharp. Schedule for week: 

May 20. "Brleie of the Moon"; May 30. 
"The ' Di'vH's Disciple"; June 1, "Turpen- 
tine Bov". June 2. "The Emperor Jones"; 
June 3. "The Physlelan In Spite of Hlm- 
Heif"; Jun" i. "The Devil's Dlselple." 
TlekeiH. 11. »l. J1.21 &>7lu available at 
theaire or at Olmliel Bros. 

Germnntown Theatre, Guild. 4831 rw- 
mantnwn Ave.— A New Melodrnma. May 
22 23. 2S. 29. 30. Rao F. III. Thurs. 
ami r'rl., S4e; Sat., $1.10. 

MUSIC 

Keeord eoocrts with commentary by 
Charles Wasted, at T. M. and TWHA, 
Broad and Pine Sts., Tuesdays and 
Thursdays, 9 P.M. 




*■. 



m 



DINE & DANCE 

"with the .! 
i! Finest Night Club 
Band In the. But 
ir-B&NK CBNB6 

Alid ilia organ 
Ensemble * 



ALL ST^JR FLOOR SHOW 

TWICB JqiGJiT^Y, ■■■» NlQ^Tg A. WEIBIK 

CLUB DEL RIO 

&MANOA INN 

." Westchester Pike su>d Eagle Bo*4 . 



MISCELLANEOUS 

UlimllnB Brothers. Barnum and Bailey 
rircus. opens June. 1 at lllli st. and Erie 
Ave.. Philadelphia, for 2 week engage- 
ment. 2;ir> and R:15 P. M. 

Independence Ball, Ith end Chestnut 
Sts. — Open dally and Sunday, 1:46 A. 11. 
to 4:30 P. M. PT*e. 

The Aquarium, north of Art Museum 
oh Bast bank of the Schuylkill — Open 
dally A .M. to 4:30 P. M.; Sunday 
9 A.. M. to 6 P. M. Free. 



EXHIBITIONS 



W W^WVWWWXWXWWW^rW 



The TAVERN 

Montgomery Ave., Cynwyd, Pa. 

A dining room and bar 
of unusual distinction. 

William Evfjbart, Proprietor 

iSlsSstssaBa i.iS sassssls^isssti W sa i' i* * *»*^s»«i 



Ar&did Chios 

■; Wpji»h«a m» : 

NsWberth, P*K-. 
SEA POOD OtW 

SPECIALTY 
Complete Full C^iirM Olnner, tfOo 




"M^'.^^iA'yL^t^i^L-^,^ Si ^S^MMd^MMM^M^iM^^M^ i j &&!« 




Academy of Natural Srlenees, Uih St. 
and Parkway — 5th annual exhibition of 
Natural HIMory Photo K ranhy to June l'>. 
Dally. 9 to 5; Sun.. 1 to 5. Free. 

Atwoter Kent Museum, ir, S. 7th St.— 
"Phlla<lelphia Fights for Victory." «■ 
hlbiUbn tracing city's pari in nations 
wars. Also exhibits on "Nelghborlnious 
of Philadelphia." "Maritime History" 
and "Banking In Philadelphia." Dally 9 
to 6; Sun., 2 t 5. 

Pennsylvania Academy of the Fine Arts, 
Brand St. above Arch. "Soldiers oT Pro- 
tection" paintings and drawings of air- 
plane factories, shipbuilding yards, etc 
Slav 23 to June II. Exhibition of student 
prints In June 2; student exhibition In 
competition for t'j'essnn Scholarships to 
June 7. Selections fi.mi permanent liilnl 
collection. Througli summei. ( i|i.'n weclt- 
days 10 A. M. to :> P. 11. and on Silinlny. 
1 to Ti P M. Free. 

Art AUlanee. 2»1 S. isth St. — f)il» 
and pastels by Justin Piirtli. to May 
31 Western Hemlsiihere reramles. May 
fi to 31. Annual exhibition of Philadelphia 
Water t'olor flub. June 4 to 2S. Dully 
10.30 A. M. to 9 P. M. Sun.. 1 lo li. Kiev. 
Historical Society of Pennsylvania. 13th 
and Locust Sts. — Exhibit of 60 paintings 
by Sully. Peale, Stuart. West and Copley. 
Dally, Ixc. Sun. and Men., 9 to 5. 

Woodmere Art Gallery. 9201 aerman- 
town Ave. — Exhibition of Charles K. 
Smith Collection, June 1 to 2S. Dally. 10 
to S; Sun., 2 to 6. 

American Musenm of Photography, ,33R 
So. 13th St. — Exhibition o/ animal pho- 
tography of Schrlober & Sons, from 1870 
to 1900, through May. Tues., Thurs.. 
and Sat- 10 to fi, 23c. 

American Swedish Historical Museum, 
19th St. and Pattlson Ave— Oils by Carl 
Sprlnchorn; pert drawings by Thornton 
Oakley, illustrating Amy eakley'a "Scan- 
dinavia Backbone"; permanent collection 
of material relating to Swedish-Ameri- 
cana.' contributions to our national life. 
Dally, 10 to ei'Slin.* t to 6. 

^•RANKMN Df SXtTOTB 

Exhibit of the Month: Early astrono- 
mical clock, built by Henry .leukliis. 
London, " about 1760; In Hall of Astro- 
nomy. 

Photographic Salon: Tr, prints In one- 
man show by Dr. A. M. Omsteen. 

Hall of Weather — Second menanlne 
corridor, open to the public. Exhibit 
Includes latest type of weather map. 

OamouflBt;e for Clrlllan Defense — exit!- 
hit of principles and application of pro. 
.tectlve coloration as found in nature' and 
as Use* to hide' vital 'objectives, from eyca 
of enemy alrptamos. Hall of Qraphld Arts, 
Second Floor. ' 



Civilian Defenne in the Home, exhibit 
of fully equipped refuge room. etc. 
Oi-ound 11 eor near Planetarium lobby. 

lire <l»a nnd Itonili Show, 2 P.M. Ei eVy 
Sat. *t Sun. tlirougb May, In Lecture Hall. 
MuaeuiUL Heurs: Tuesday, Wednesday, 
Thursday, Friday and Sunday, 1 to 6 
P. M.; Saaturday. 10 A. M. to « P. M. 
Close"!! II : umltiys. Ajltnlsslon. 2.*i cents; 
service m«n in uniform, 15 cents. 

In tile Kris Planetarium — "Constel- 
lations" — Storlep of the Stars of Sprhtg 
and Summer. Picmonsttations every any 
nt - n tut s-.in i'. \f ; extra shows at 4 
I'. M S:i tiir,l;*> and Sundav. Admission. 
2.">e. Sell ire men 111 uniform. l.',r. 



THEATRE 



Forrest Tlieatre — -Maurice Evans and 
Judllli .Vli'leison In 'Macbeth." closes 
Snturtla.v. 



■rt -»fr ~- ~- ~- '^ ■^ m ^ "1 
|o er nember 

The 



TOP 



RESTAURANT 

FAMOUS FOR 

SP1CHEHI - STEAKS 
CMGKEN FLATTERS 

delicious Sandwiches 
Fountain Service 

1415 CITY LINE 

(Just South of Saverford Ave.) 



fynnewood House 

IS30 MONTGOMERY AVE. 

Organ Music for Dinner & Supper 

- - tfei/r: Martoe Bar - 
NAEfceHn fl?8JJ f or Beiwrvailoiv 



iaa€£t Vjil^tdsis U-'i, ^J&ii£^jAl£*J^jL^. 
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Skunk Makes Protected List, Defense 
Worker Favored By '42 Hunting Law 

' ' .... ., l- ...... in fnmishlne fat ai»C 



Advance instructions for the com- 
ing hunting season have been an- 
nounced by Rose L. Leffler, presi- 
dent of the Pennsylvania Game 
Commission. 

Members of the Lower Me i-'n 
Rod and Gun Club have received 
advance Instructions on the com- 
ing hunting season from Rose L. 
Leffler, president of the Pennsyl- 
vania Game Commission. 

Leffler told members of the Club 
that a drastic change had teen 
made for racoon hunt ng and other 
changes ordered to accomodate the 
defense wcrker and protect ani- 
mals whose carcasses had i.n in 
dustrial defense value. 

There will be literally a full 
monlh on ruffled grouse, bobwhite 
quail, wild turkeys, ringneck pheas- 
ants, c:ttontail nbbits and squir- 
rels, for which the season opens 
October 31 and closes November 28. 
except that no turkey hunting will 
he permitted in Cameron, Clarion. 
Clearfield, Elk, Forest, Jefferson, 
McKean. Potter. Warren, and West- 
moreland Counties. The October 
31 opening date was chosen in order 
to provide an additional Saturday 
for defense workers. 

Snowshoe rabbits were declared 
legal game from October 31 ta No- 



vember 14 following a three-year 
closed season, and the Commission 
opened Cumberland and Franklin 
Comities to shooting Hungarian 
partridges from October 31 to No- 
vember 14. Th-' woodchuck season 



its carcass in furnishing fat and 
glycerine so necessary in the pre- 
sent day emergency. The season 
on these animals w.ll open Novem- 
ber 10 and close January 15. 
The bag limits for aU game and 



lemains unchang -d, namely, July 1 I fur-bearers remain the same as last 



to September 30. 

As heretofore, the opening hour 
for the first day of the small game 
season will be 9 a. m. Eastern War 
Time. 

The Commission also declared a 
state-wide bear season trom Novem- 
ber 18 to November 21, and a state- 
wide deer season on buries only 
from November 30 to December 12. 
A two-month .'eason on minks 
from November 10 to January 15 
was declar.d this year, as compar.d 
with thn e months last y<ar; musk- 
rats may be trapped state-wide from 
Den-mbcr 1 to January 15; and 
beavers, also .slat-wide, from Feb- 
luary 15 to February 28. There will 
be no open season on otters this 
year. 

The oppossum continues on the 
unprotected list until September 30, 
1943. whereas the skunk, which has 
not been protected at all for the 
past two years, was not continued 
further on the unprotected list be- 
cause of the value of its fur, and 



year except that the daily bag limit 
for squirrels was reduced from 6 to 
5 partridges and snowshoe rabbits, 
for which there were no open sea- 
sons last year, are 2 a day, 8 a sea- 
son for Huns, and 2 a day, 6 a sea- 
ion for snowshoes. In accordance 
with the recommendation of the 
Fereration, the dally bag limit ol 
two raccoons was continued. 

Under a special act of the recent 

Legislature, hunting hours have 

been adjusted to 8 a. m. to 6 p. «n. 

Eastern War Time for small and 

large game, instead of the normal 

7 a. m. to 5 p. m. Eastern Standard 

Time. This means, too, that the 

woodchuck hours of 6 a. m. to 7: 3D 

p. m. Eastern Standard Time win 

j be adjusted to 7 a. m. to 8:30 p. m. 

; Eastern War Time. The change 

1 also affects the hours for carrying 

certain arms and ammunition at 

i night, namely, 6 p. m. to 8 a. m. 

j Eastern War Time, instead of the 

normal 5 p. m. to 7 a-, m. Eastern 

Standard Time. 



Boro 

(Continued front Page One) 
these properties was started' by 
Henry P. Carr, chairman of Coun- 
cil's finance committee. Later per- 
sonalities became involved when it 
turned out that the properties were 
owned by Roland Fleer, president 
of the Borough Council. Even at 
that time it was Solicitor Frye's 
recommendation that an appeal 
should not be made from the assess- 
ment -reduction. 

When the Council met April 13 
Fleer relinquished his chair as pre- 
siding officer and Introduced the 
following resolution which was 
passed : 

"That the recommendation of the 
solicitor on 227 N. Narbsrth av. be 
rejected and an appeal be entered 
against the reduced assessment and 
thai his (Fleer's) offer to pay all 
appraisal costs and counsel fee if 
the appeal is sustained and his fur- 
ther offer to waive any procedural 
difficulties In order to insure a 
hearing on the case be accepted." 
In 1941 the assessment of the 
property at 227 N. Narberth av. was 
listed as $9500 and at 221 N. Nar- 
berth av. at $2000. The reduction 
on the two properties combined was 
to $8000 which constituted a reduc- 
tion of 36.84 percent. 



CALLING THE TURN 

by L M. FORD 



Lower Merion Nine 
j Winds Up in 5th Place 



Biggest surprise of the carl> 
weeks of the Main L.ne Baseball 
League race has been the unex 
pected good showing of Brookline. 
The Haverford Township team has 
broken even in its four games and 
holds third place at this writing. 

Before the seisou sot underway, i 
officials of the league were concern 
ed over reports that Brookline ; 
wouldn't have anyth.ii'.; better than ; 
p makeshift club and was a cinch ' 
ior the eel ar. | 

There was plenty of b.tsis loi j 
such a belief. When the veteran | 
Eddie Hare, head of a West Ches l 
ter pike electrical supply firm. 



the qiialiijin'j rounds of the na- 
tional PGA tournament at Atlantic 
City . . .Byrd set the pace, with a 
;>". to;' the better part of the first j 
round and tallied a 72 the follow- . 
lng day lor 139. just one stroke be- . 
innd Harry Cooper, who won the | 
medal. 

Gump Hull. nd and Merle Sieber. 1 
->.' Letter Merion Hi;.;)), placed third I 
n their favoiite even'.s— the broad 
>i:nip and pole vi.uH- in the State 
PIAA track and fie'.d champion- 
Lips at Puin State la,t Saturday. 
...For the second straight year 
District One took the t tie. winning 
by 2 j points Horn District Seven. 



SUBURBAN ONE LEAGUE 

Final Standings 

W. L. PC. 

Abington 10 1.000 

Upper Darby ..5 4 .555 

Norristown — 5 5 .500 

Haverford 4 5 .445 

Lower Merion . 2 6 .250 

Cheltenham 1 7 .125 



launched a comeback as a manager ! Altxiia Hiili took the unofficial 
with Brookline last year, he had I SlaU , croW n. 
to start from scratch. He had a 



group of green youngsters and a | 
few broken-down vets on a club ! 
that was able to win but four j 
games. Ten of the most promising ' 
players went into the Army and 
Navy between seasons and Hare ] 
seemed at a loss as to where he ! 
was going to get replacements. 
A week before the season was 
scheduled, to get underway, he 
still didn't know what his lineup 
would, resenible. 

* i * 

GIVE McKEE THE ASSIST 
The Brooks had just one prac- 
tice game, and in th s they were 
eo terrible they were almost hooted 
off the field by the few spectators 
who chanced by the diamond. Man 
ager Hare was spared the agony 
of that particular moment by being 
absent on account of one of those 
convenient "previous engagements." 
But his assistant, Johnny McKee, 
the duck-waddling clown prince ol 
sandlot ball, was on hand and al 
most lost his sense of humor at 
the goings on. 

At any rate, it prompted action 
McKee scurried hither and yonder 
in ' the next couple days, and on 
opening diy presented Hare with 
a ball club that was good enough 
to wallop the daylights out of Over- 
brook. 

The Brooks were taken to the 
cleaners, in turn, by Gladwynne 
but they bounced right back to up- 
set Ardmore in 11 innings last Sat 
urday. Then on Sunday they re- 
verted to 1941 form and took a 
pasting from Manoa. 

Brookline is still far from a con- 
tender, but it is a better club than 
last year and promises to cause lots 
of trouble, especially should it shed 
its Dr. Jeykyil-Mr. Hyde complex oi 
playing swell ball one day and just 
the opposite the next. 

The fact that no one knows 
just what to expect from the 
Brooks is already adding inter- 
est to the league. They'll either 
play like champs or chumps at 
Narberth Saturday, and ditto 
against Overbrook at Bergdoll 
Field, Manoa, on Sunday. 

At least, they're keeping us 
guessing. Thai's a lot more 
than they did last year. 
A SALUTE TO ARDMORE 
# * * 

SHORT STUFF— Congratulations 
are due Ardmore Junior High for 
winning the District One, PIAA 
track and field championships for 
the second straight year — The 
Leopards won only four events, but 
' placed consistently, to amass 64 
points, in the 10th annual meet 
staged at Roosevelt Field, Norris- 
town.... Upper Darby was Second, 
with 54V4....Bala-Cynwyd was 
fourth, with 24.... Haverford just 
missed being last, placing eighth, 
with 7 points.... John Hamlet won 
the 50-yard dash and brbad jump 
and placed third in the century for 
Ardmore.. -.Shippen, in the shotput,* 
and 'Voting, in the .discus, scored 
the. other firsts for Ardmore,... 
'BalaVcynwyd scored its only victory 
in the 440-yard relay for 115- 
pounders, the team of Johnson, 
Moore, Kendall and Link beating 
out Haverford in 50.51 seconds. 

Main Line golf fans received a 
thrill from the play of Sammy 
Byrd, the former Yankee outfielder, 
irho flow .'-4* a pro at Meriojm in 



Wayne Ambler, formerly of 
the Philadelphia Athletics, 
found Main Line League pitch- 
ing surprisingly tough in his de- 
but al third base with Manoa 
last Saturday. . . He failed to 
get a hit, but played his posi- 
tion flawlessly He'll play with 

Manoa on Saturdays, but will 
continue to play in the Eastern 
Penna. League on" Sundays for 
the time being. ... If Frank 
Matthew, Manoa manager, has 
his way, it woift be for long. 



Five Fined By Lownes 
After Argument Over 
City Line Ave. Crash 



Harry Blair tried his darndest 

to bring Lower Merion High 

School's baseball season to an end 

on a victorious note but Abington 

High School, newly crowned Subur- 

, ban One League champion, was 

j just a bit too tough last Thursday 

j at Ardmore. 

Blair pitched his finest game of 
j the year, allowing the unbeaten 
| Ghosts just two hits, but so effec- 
tive was his rival, Johnny Easton, 
Abington ace, that L. M. would have 
had to play perfect ball to win 
and that was asking a bit too much. 
| The Miroon committed three costly 
errors which played a prominent 
part in Abington 's runs and on the 
attack Coach Gen Reeves' proteges 
were only able to collect three hits. 
They bunched these with a couple 
Abington errors to score their two 
runs in the second inning. 

Abington tallied a single run in 
the fourth and sewed up the deci- 
sion with two in the fifth. 

DeFelice, Kane and Lownes got 
Jie only hits for Lower Merion. 

The defeat was the sixth in the 
league for the Maroons and kept 
them in fifth place in the final 
standings. L. M. won only two 
games. Originally the season was 
supposed to end with a game at 
Cheltenham on Monday but it was 



Final Returns In 
Committee Fights 

Mrs. Richards Wins in 
Cynwyd and Mrs. 
Swisher in Merion 

Factinal difficulties ip three Low- 
er Merion districts were settled in 
the primary on May 19 with the 
election of Republican committee- 
men and committeewomen in Rose- 
mont, West Manayunk and Cynwyd 
Estates. 

In Rosemont. Charles R. Kimbell 
defeated T. Elwood Webster by a 
vote of 302 to 71, and for the com- 
mitteewoman's post, Elinor Curwen 
defeated Elizabeth Thornton, 312 to 
74. 

In West Manayunk, George E. 
Latch won over Fred Cleveland, 275 
to 93, and Estelle Murphy over 
Elizabeth Rhoads, 233 to 137. 

In Cynwyd Estates, there was no 
contest for committeeman, but for 
the position of committeewoman 
Hazel C. Richards defeated Ethel 
K. Boylan, 108 to 14. 

In Democratic ranks interest cen- 
tered around the fight for commit- 
teeman in Haverford, where R. 
Meade Smith, who was a candidate 
for Lower Merion Township treas- 
urer last year, defeated Joseph Mc- 
Nally, 31 to 21. 

In the Merion 1 District. Mar- 
garet C. Swisher won Over Elizabeth 
Wilson, 24 to 18. 

In West Bryn Mawr Mary W. 
Kerrigan defeated Evelyn Conway, 
27 to 15. 



Lower Merion High 
Defeats Haverford 

Sieber Sets Record 
In Vault As Ford 
Trackmen Bow, 70-47 

Lower Merion High School's track 
team tuned up for the Suburban 
championships by drubbing Haver- 
ford High School, 70-17, in their 
annual dual meet at Ardmore on 
Tuesday. 

Merle Sieber, fresh from dead- 
locking for third place in the state 
championships, stole the spotlight 
by setting a new meet record as he 
defeated George Johnson. Haver- 
ford's Delaware County champion, 
in the pole vault. Sieber cleared 
the bar at 11 feet 6"4 inches. 

Dan Phipps, stilt-legged Haver- 
ford athlete, and Dave Williams. 
Lower Merlon, were the double win- 
ners. Phipps won the javelin with 
a heave of 157 feet 6'i inches and 
a toss of 117 feet 3 inches gave 
him first place in the discus. Wil- 
liams took 220-yard low hurdles in 
24.5 seconds and also triumphed in 
the shot put when he heaved the 
12-pound ball 43 feet 1 Inch. 

Barr was another outstanding 
Lower Merion performer, winning 
the 220-yard dash and placing 
third in the javelin after finishing 
in a dead heat for first place with 
Carter of Haverford in the 100-yard 
dash. 

Other winners: 120-yard high 
hurdles— Huxter, Haverford, Time 
17 seconds; 440-yard run— S:hlos- 
ser, Haverford, Time-55.5 seconds; 
High Jump — Warner, Lower Merion, 
Height-5 ft. 6 in.; Mile run— Rains- 
ford, Lower Merion, Time-4 min. 
50 sec; 880-yard run— Love, Lower 
Merion, Time-2 min. 11 sec; Broad 
jump— Hande, Lower Merion, Dis- 
tance-22 ft. 7 \k In. 

Both teams will close their sea- 
sons in the Suburban Conference 
title meet at Norristown, Friday 
night. 



Boro Co-operative 
Has Quiz Program; 
Plan June Picnic 

Plans for a picnic about the 
middle of June were made at a 
meeting of the Narberth Coopera- 
tive Club held last week at the 
home of Mr. and Mrs. William 
Sargent, 124 Chestnut av., Nar- 
berth. 

The meeting included a quiz 
program, opened by Mrs. Dean 
Lockwood, Haverford, and con- 
ducted by Mrs. Sargent. Brief 
talks in response to quiz questions 
were given by Mrs. Joan Snyder, 
on cooperatives in Latin America 
and foreign countries; Esther Mo- 
Millen on the work of cooperatives 
in neighboring communities; Miss 
Ellen Brinton on milk cooperatives; 
Marion Justice on producer coop- 
eratives; Mr. Sargent on credit 
unions; Horace Comfort on the 
spiritual significance of coopera- 
tives and Mrs. Stewart Kurtz on 
cooperation for permanent peace. 

Marvelous New Features 
With Mighty Circus 

The Ringling Bros, and Barnum 
& Bailey Circus will exhibit in 
Philadelphia at 11th and Erie ave.. 
for two weeks, commencing June 1. 
with the most sensational perform- 
ance in the history of this most 
sensational organization. 

The Big Show offers a magnifi- 
cent new super spectacle. >'Holi- 
days." crested by Norman Bel Ged 
des. It employs 2000 people, and 
cost over $100,000. 

Other featured productions are: 
"The Ballet of the Elephants," di 
rected by George Balanchine and 
scored by Igor Stravinsky; "Fiesta 
del Torres," a colorful pre-bullfight 
ceremonial, produced by John Mur- 
ray Anderson; a new aerial ballet, 
stirring Elly Ardelty, and a new 
Grand Finale, a stirring, patriotic 
surprise. 



Many 



(Continued from Page One) 
spoke an excellent piece of appre- 
ciation in behalf of the ladies who 
were present. 

Hon. Charles E. Waters, Pro- 
thonotary of the Pennsylvania Su- 
preme Court, a class-mate of Father 
Brown, was scheduled to speak, but 
was unable to be present because 
of unexpected court business in 
Harrisburg. 

The menu was specially planned 
by the hotel chef and consisted of 
many Warwick specialties., the ap- 
proval of the diners resulting in an 
insistent call for the world-famous 
Karl, who came to the rostrum and 
regaled the audience with his de- 
scription of the manner in which 
the various viands had been pre- 
pared. 

In addition to $2500 in war-bonds, 
Father Brown wis presented with 
a substantial chc.k as a gift for 
his anniversary and in recognition 
of the esteem in which he is held. 
The affair generally was voted, by 
those present and by the Warwick 
management, as on? of the most 
distinctive congratulatory occasions 
ever held in Philadelphia. 

The music was provided by Syl- 
van Herman and Mrs. Ann O'Han- 
lan and S. A. Rudolph were the 
soloists. 



DR. WM. G. WALTON 
DR. WM. G. WALTON, JR. 

OPTOMETRISTS 

417 Anthwyn Road, Merion 

Phone: Narberth t4M 

If no answer. Narberth I670-J 
Office Hour* by Appointment 



Five men, who became involved 
in an altercation at City L ne and 
Monument road at 6:30 p. m. Sun- 

diy, alter an autorobile crash in ^„^, „.„„„„, „„ .„„..„- 
wi i;h a woman was injured, were j cancelled by the latter. 

fined $5 tach and erst, of $6.50 by I — 

Mag strate Walter B. Lownes, Jr ! 
They were : j 

Jcsep'.i Manetta. 21. of 17;h st., 
near Wolf st.; Pasquale Macciocca, ' 
22. of 66tii st. near Vine st.; John 
Gentile, of Girard av., near -50th 
st.;*Thomas Cugini, 20, of Simpson 
St., near Callowhi 1 st., and David 
S. Morgan, 34, of A^lcngrove st., ! 
near Roosevelt boulevard, all of 
Philadelphia. j 

Morgan said the four others 
knocked him down, breaking his ' 
glasses and inflicting fa?ial injur- ' 
ies. when he advised Manetta and 
Charles J. Greenspan, 42, of 15th 
st.. near Nedro av., Philadelphia, 
not to leave the scene of the acci- 
dent.' Manetta's car had rammed 
the rear of Giecnspan's when the 
k.f.er stopped fcr a traffic light. 
Greenspan's wife, Shirley, 40, was 
treated for back injuries at Bryn 
Mawr Hospitil. ' 



66 To Graduate At 
Haverford June 6 

John W. Studebal-.er, United 
States Commissioner of Education, 
will deliver the commencement ad- 
dress in Roberts Hall, Haverford 
College, on June 6 at 11 a. m., when 
66 seniors will receive their diploma- 
from president of the college, Felix 
Morley. 

The afternoon of commencement 
day will be devoted to alumni ac- 
tivities. 

After a recess of two weeks, Hav- 
erford will resume classes on June 
22 for an emergency summer school 
which will continue until August 22. 



Underground Railway 

The Underground railway was an 
arrangement for assisting runaway 
slaves to escape. It consisted of 
many different routes across the 
free states- 
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J. A. MILLER 

111 FORREST AVENUE 

NARBERTH 

Phone NARBERTH 2920 

ESTABLISHED 1912 




DUNNE 

Narberth 2430 

Jeddo-Highland Soal 
Socony-Vacuum Fuel Oil 

Hoppers Coke 

• 

RALrH S. DUNNE 

258 HAVERFORD AVE. 

NARBERTH. PA. 



EGYPTIAN 



THEATRE 

Bala-Cynwyd 



This THUBSh FRL and SAT. 
MAY 28,29 and 30 




SAFEGUARD YOUR VALUABLES- 
RENT A SAFE DEPOSIT BOX 




Uhe}/aiional~Bank 
offlarberlh 



MEMBER OF THB FEDERAL RBSERVB SYSTEM 



Same price (17 cents) as ordinary, 
Grade "A" 

Greater in Quality 
Double Trade-marked 

BROOKMEAD "B" MILK 
14 cents 

Superior — yet priced same 
as others 



$6,990 

151 Merion Av., Narberth 

Single Home 

Open for Inspection 
Sunday 1 to 4 

FEATURES: 

Living room., dining room 
kitchen and laundry on 1st 
floor; 3 bedrooms and bath 
on 2nd. Detached garage. 

GOWLAN0 BROS. 

39 N. NARBERTH AVE. 

NARBERTH, PA. 

Phone: Narberth 2202 



You Can 
Increase the 
Life of Your 
Car's Battery 

By maintaining the proper 
water level and keeping ter- 
minals clean, your battery 
can be made to last longer. 
Our skilled mechanics will 
check for you and prescribe 
a new battery if necessary. 



MAIN LINE 

BATTERY AND 

SERVICE STATION 

When Your Car Won't Start, 
Call ARDMORE 1825 

304 W. Lancaster Ave. 
.Ardmore 



^^^^^^^MM*^E«^EV^^^» 1 ^^''^^^ 



CooMnic milk, 10 renin per unllon In \ I 
' jour own Container — al the 
Dairy only. 

MAIN LINE SERVICE 
PLUS QUALITY 



BROOKMEAD 

GOLDEN GUERNSEY 

[West Lancaster av., Wayne' 

Phone Wayne 1121 



louefe 



SPECIAL SUMMER COURSES 

7.00 PJM. - 10.00 P.M. 
JUNE 15 -JULY 31 

General Chemistry - Analytic Chemistry 

Organic Chemistry - Mathematics - Physics 

REGISTRATION JUNE 10, 11, 12 — 9.00 AJM. - 5.00 PJW. 

For Information Address Registrar 

54th and City Line Avenue 

... ' ■». > ■ ■■ ■_ ■ _ ■ _ ■ _ » _ » * -«■ » ■ » « *~*++ ^** *~+»< 



CLASSIFIED 



REAL ESTATE FOR SALE 




IT'S PICNIC TIME AGAIN! 

For Your Outing Wc Have 

PAPER DRINKING CUPS 

PLATES. NAPKINS 

and TABLE COVERS 

In Matched Sets or Plain 



BEN FRANKLIN $1.00 
STORES > , a ?i 

288 HAVEBEORI* AVE, Narberth «P 



OVERBROOK HILLS— Colonial resilience 
with center hall, breakfast room, 4 bed- 
rooms. 3 balhs, recreation room, two 
car garage, oil lieat. House only 4 yearn 
old. Jl 3.500. 

WILLIAM PUGH 



Jreenwood 3310 



Cynwyd 3500 
all-4-Z 



HELP WANTED — MALE 



The World's ffcws Seen Through * 

The Christian SaiJNCE Monitor 

An lntern<itidj/ud Dotty Newspiper 

PMiliti *y. THE CHRISTIAN SCIENCE PUBLISHING SOCIETY 
■ .One, Norway. Street^ Boston, Mi»»cliii»ettt . : . . : 

it "trutiifui— 0ohitructive— iUnbia»««l"r- Fre» from S«n»«tipB«l- 
inn -*- Editorial! .Are Timely and Instructive and lit Daily 
. Fcaturtf, Together ' with the , Wedciy Magazine Section, Make 
the Monitor an Ideal Kfewipaper for the Home. 

Price jfl 2.00 Yearly, or $ 1.00 a Month. 
Saturday Issue, including Magazine Section, 92.60 a Year. 

Introductory Offer, ;6 Saturday Issues 2J Cents. i 

Obtainable at! . 

CHRISTIAN SCIENCE READING ROOM 

* ritteNhocse,plagb 
■■•'•': Ardmore, Pa, 



DRAFTSMEN, meulianleal. In connection 
Willi forglnK work. Write to American 
Mining anil lleacarcb Corp.. Kaislc As 
Lawrence Rd«., Upper IJarby, Pa. 

( Mil 5-71 




HOME IMPROVEMENTS 



•ESIKXT WOllK- 



|JUAST1SH1N<"< AND CI 

(iamn erected. Free climates Biven 
without utilisation. Fine »oikiiiaaslill>. 
For free Information call Nai berth 
4013-J. »"-'- :i0 



I'Al-BItHANOlNC. ANU IWlNTIS'l -AH 
woik Kuaranle.d ami covoicd by i ■■■•>- 
penaulinn Insurance. 1-M«ln .1. Her- 
bert 1220 Manor ltoad, Urnokllnc. 
Hilltop ;»7.1. htn-l-.w 



FEMALE HELP WANTED 



ilKL WANTED — to assist Willi Iioiibv 
work. Apply '■> It'-iily lid. or call Aril- 
more lnaa-W. 



(all 



MISCELLANEOUS 



OPHOLSTBniJJU AND IlEPAIKINO— 

Sprtnm of 3-pleco mites repaired. 

S10.00; chalia recovered. tJ.nO. Oo 

anywhere. Call Lewis. Wayne 14»6. 

247 Ea*t l*»castcr Avo., Wayne. P» 
all-1-O-ia 



WANTED — Auiomolnle rliicra leaving at 
7 A. M. from Brookline., Oakmont or 
I.lanereh to Sun Ship BulldlnK Com-. 
pany and return. Hilltop 2/U10-.I. 

h.t-5-CiMS If. 

~ PIANOS 



Ki.A'l.STfiNli YOl'll -HUM K— Hummer I.' 
lure, beau l.lfv s ..HI li,.|ue. Ten iio-s. 
IMMchc". Iii'n-rioi and cMciior woik 
copinK treads, iin> thins I" ll.i«sl,.ii. 
we ha\e It l-'.stlinat'S ul.i'lly .etwn 
Aifonio in Miic.i, i: I :: I K. i'..um\ 
Lino ltd., Ardmoiu. Aid. Ills. 



PETS AND SUPPLIES 

WATKk UI.1EH— .ill colors. liUI.il and 
Tllf il'H'Al., i'MHII. ami all mllipltcH. 
"Wind, sale and r, tall. Barrett's, :lJil 
N. .,ili St. I'hila. fall Ilea. 7!U7. 



WANTED 



NKKI'KII he I lie .Mam Line l'> deration 
ut I'nuMlrs. sine!,- t.r.l.s ami uial- 
t!c*>,'S. «• win;; ma.cli.ne. Telcpliono 

Aldllioie i-."'L 

(all A. 1 ) 

WANTED TO BUY 



PniNlTI'lIK — heda. ruus, electric re- 

fi iKci.n.irs. antkiues. chliia. etc.. 

NaKle, 2717 W. Dauphin. Klertioilt 1H77. 

(.lli-5-21) 



lull r.-lsi 



MIRRORS & GLASS 



MIUKOKS-IU.AS5— I'usloin made mil- 
lers; rcHilieiliia: tciimd, lim:: pniuies 
named; furniture I"I'h. .HiIIN H- 
TAI'.VE. (1LASS HHUI'. 71V. W.-bl 
('heater Tike. Upp.r Oail'v. llMd. 
30S2. (hl " fi -' ' ' 



Pianos Bought 

A Careful 
Piano Moving 



Oronds & Uprights 
Quick Removal 

Fair Prices 

Courteous Men 

WRITE 

P. HCUHES * SON 

SMS Market Bt. 

OR CAliU 

All. 41S0 ,W««* MM 

Evtnina* Cra. 1829 




CALL ARDMORE 5720 

TO PLACE A 





WIfKr.lt 1'iHtfH Sl.'lTK — ..f any type. 

full II lilt. >ii 34!W-M any wi niiiK nft«r 
7 o' flock, or uny time Suii'liiy. 

(litn 5-21) 



UICFUlf, KIIATi (Its. \va«!iiru» macliincj 
uinl vacuum cluu rii-i n. H in host prices, 
Luah at unco. Wtiv. ti4t'.it. 

(nll-r.-'Jl) 



ROOMS FOR RENT 

l.nil'llI.K ItiiriMS— luilli ad.loln.lnK 

h'nr ,u. .in JI...H. r.,r two — » «.. *.ii. 

Hi.-aMa.i il . I. ...lied Near trnnspiir- 
t. itu. n I'M! I'. inn A\e. Hriiokliue. 

r. n. riione Hilltop :is;i. 

i litn-.'.-JSI 



LOST 



l.flHT — While KllirU.-h s'ltel. male, 
velb.w eves. Alls. " Itodrlv." 11B- 
WAIiti Call Cvnwvd 1171-W. 

lhe-."i-2SI 



FOR SALE 



L'tll.U I'ltAMK Kiiily Caliliape riant*, 
Kic a do/., n. K. II. Mattlievm, J2.V< 
Manor Houd. Urookllne. l'hone HIU» 
top K17H-.I. 

fhtn-5-28) 

tiCis — ci i. Two are size !i x 13 and 
one Ih (t Vj x 1-. I'll an and in Rooll 
condition* IIJ.M each. Call m:e- 
nin.i:s at ;M r , Etrltu.Tton Hoad. itha- 
tham Vlllace or phone Hllllon 7B31. 
(a.M-5-SS) 



.■ft-JjiWM"!. 
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